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trrr^m ar rgf ^ j rpr 
^iffcppsRr 

^ fftF^ft, 30 1999 

Tt- T|TT Tft 37Tf 3S( 1 )/98-TjTT. f tU i ).—RK?fN 
iHI^M r l‘m\ 1956 (1956 ^ 102) ^ *JTO 33 SRI 

y?Ti >iR+6i'h 1 '35T M'-iVi virata snyf^tai’i hRm<^ '^{Iq 

1. (i) (l)ft " 31Tgj%m 

IPH Vur'l f*m 6-iki 4> % qiftta 50 uftTT % 
-’i'liH /Jlftfifl PiPihh, 1999” -^iiUO I 

(ii) ft, Tmraftm nurra ft’, ^ 1 % kwh mft rniftis ft 
'4FJ ft ft i 

2. : (1) T1 Wmf HIT m ft T f q m*IT 

Hici'ti fftHlfftftf % qiRta 50 U^TT % 

fan mgfttfar 3ngf%n #t sra ffimn 

% fau qil , 9i'Ji aftT tiP'ft'il fa^F4 

SORflfai ftT»1H, WF? (ftm #( tt^-ftahl ftftf) 
ftft mnftm fth afrprai^ ft TqiHRf mft 
aiftwi fafftl 11 

3. SirjW^H HHI Dt^ITH % 3lfft<6 50 3tft?T nfa 

^i#jt H«n angf%n wm ft 

(1) Hrra mtr-ranr fftMra ; 

( 2 ) wmftTfftnTftraramta fttfafttnffa; 


(3) 'Sllra <yi4H ; 

(4) fajftftftram ; 

(5) IJWiftqlWT; 

(6) ftw^fawi; 

(7) ran fttrcr angfftwi PraftNH Hrfai; 

(8) migWan; 

( 9 ) huh [ftfam i ; 

(10) WT [ftfftPUl ftail ; 

(11) H4|(*raiK fafam ; 

( 12 ) rami Rmii, iRi'Ji < 1 ' 1 faniii sftr y w ; 

( 13 ) mwiaftnramftn; 

(14) WR-lftmi'l- mHA 7H?H fft*IH pfal; 

(15) 3TfW fat fft^PT | 

(16) ^faftl-faSR ; 

(17) fft f»ra i- fftfe > WI ; 

(is) ^-mrai-ftrafaara; 

( 19 ) ftmfftiH; 

(20) Mt^fq Ifttfi'i ira +nf) ft 7 ! fftsIH ; 

(21) uti fftRodii f^^iH I 

fftmftf ftr aift-fara W*h=t i^f^rairraif ■^■HTTraitm 
rfeyl/ftRitHI ■'HttftSBH ^Ml^ ^ W[U1H I 4T <HigW*P1 

^ wnwi 3T3HR ^ fwt h) ifr f 
°ol(?l'>i ti+ J 4T 7 T % "HI®! wiffl tj<s\<si ^>) <Hlq^q%<n ’’Hi 

'ft 1 2 JJ1 f^OHi mi Hfti I 


(') 
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4. 3Rjf%aam'm?afftimRTaar%aTf^50'5rftCTaift 

aatm sjpjf^FT mr^a am amgfftsna ftwra afft ftas ftwa 
waarm ft aiftar fWr ft, *a fftfimf % ^rm ftmm w gqftt 
PfRvi: 1, 2 a 3 ft aft^tRjra WH ( ftW' J l am fit'll°t^l trii4» ftl 

ftm) ftk 3 R tmi fra aiff! i 

VPT-1 

OT^f^R iBT# 5 T HWT 31 ft[ftftlR itFJR fttt ?nft fta? 
ftftfRT WWrTTrff ft WR 

w. mfttar 
m. 1. KTTORT 
m. 1 . 1. TrffcHT 

arrgWflpi miftai am arrgfftaH ftwra ftwm mwaTW % 
Tiftta ft iiafrfa aftw ftft ftmft f*rnrf aftm ft farma an 
mama iff i amfa fmlfta ft i gftr wajfftwa anftm mam aft far 
iWtifm apppim, aftm ft s fowtftftr aft ^am ^rt ft kma ft i 
m. 1. 2. U^TTFR Mfo 

aunranf/rH wrafma (136 <fft at.), Terw-mw 
(is 4 aftftt.) wftftrafta^<W (soaftftt.), mratmwfttwar 
aw (io aft ftt. ),mrafm (so arf at.), ftarrft mw 
(i oo aft ftt.), mctwr aaa (200 aft at.), gan a affair fsiaf % 
ftrn TjaaT-^aar ariftfm aw ww affa (30 aft at. sftm), 
aaafr-TF (40.50 aft at.) wmat^wawarwirTTi 
m, 1 . 3 . g r ifta al Ta<» 

■srcftm aagf^?m wnftn am aigfthna awr aft wifftr 
afftif ftftt ftraft fftmmeaw jaft aaaa fftt ftft aar m aift/ftta 
?aft www frft 1 m^ama a aftraa mrftma fftafwr fth: ftftiar 
aagwt' aw^iaaaaifa^ftruaftaaatf^' aiR'&aRarcarc 
ftrjm aftftti aftaa war.- fftaiftta ftsftr aw-ans’-ftatmn, 
arferota ark ftn-fftwa- fa?m ftsftr fftnffta aa ft wiatfaa 

aftftt atr awi ft wiafftm agaara ijaftnra at wrfttftra aftftt 1 
ar. 1. 4. ^aftatpaarrHa 

Tim %afta ■jRarrm (600 aft at.) ftmfftaftmaftma 
so anat' % aa% % fw( ftgft aft ^masm at "at aresft -sTarm- 
^rawTT ar am-ara aararc at am ^ramt a aa-afrmrcft ftr Trgft 
a aaffta arrft % fcrcr arjfmt aaawt 'ft at 1 *jaaa 50 waf % 
fwt srr trt wan at ftt* 25 mat' % ferq; ijar aiar 1 aa^ 

a aiga 5000 ft ara airf #ft aifiR 1 a^ 
aaataif ^aaff ait 5 aaf aft wrr aw aiRfar aagarttraraT 
ff ftaaa aa fear amj; 1 aitf# 1 aft w 100 #ft Raaf it r^ar 
•fawf fa^yft #t wtr ftafaa aa Rriar, ■Ran wfaaw Rrt 
wm 1 wnaar^t -ftTawr % w^ar ftraa aft aiga ^maif aft 10 
afaai#tti 

Trf ftRfeRgd uaawa atnt .-— 

(m) is •’mf^aat%%Ttaaiarai a ai w a; 

(is) yaaawa a ww arfaiftaf % faq aw; 

(a) tpaar-f^waaraf a wraftat % f^Ttr aw; 


(a) aisaftPh^a wtaaa aw; 

(w) a) 4 w aw; 

(^) ^tftjat aar "^wa»-aw (atuata) am; 

(w) ^5WTafs^ljfam'?#aaT?rT5fftra arsptaw 
ar.i.s 5WWH-1J? 

arista aar wi^Rt^ia ^twwfi T^atRaR nikww 
# t aft ifH prar ^r ifft 1 ata ff 60 waf % ^ aft wk ijar 
^ 125 waf aft^tesRTtTftiF^^JWT Eaft^awr^tiwTRyrw 
Tjtjfff ppfaaw^^a-aOT^aarwnff ^mst^aaTatataeT, 
sffatasr aai aumtafta ft 1 Waa RraPi ?a *arwa ^jft 
ar jiatn aa TT^fri 1 
ar.1.6 ■d’SpT-ajir 3tltr trfhflT TTfRIS? 

trar 'ftWT’I?' ftm ff>RT^' 250-350 '®afta % i#t aik tjTar 
aftwr wraw ft ait T^raa 125 wif %ffni ft attr arftRwa: 
amT^ffwrfti 

ar. 1.7 ^^(|y aftftinaft ar^HR 

^wfta a ft ^r aiaf t m srjamf 3 ^jfsai, wa-aw, 

faaa^a am i?t 4 t ^2 aa 4 mt ^saawr ftFft 1 awirnit a 
3 a^f?w ij'waantf a afsarrf aaft %■ #ra; wra 'aawsa aawr 
ftai 1 ar^-a fe tma fl a T a «tr aft ^faani ftaaFwiaarft 
ato^fti 

ar. 1.8 4ti(ta chitfmTftt 

W ^Fjfta arr 4 ?nwT ft*!) ftra^ ailtta am wraaTW %r 
arftaft, -%t a ^a?ifW aarard' aft arwa aft gftnmi ft 1 
^ wfm war aaffiarff 1 
m. 1 , 9 . a^ptr 

i3£ a4 ft. an i^ar %^fta mg ar ftm twatf 
srata-'gfam wilf affa a^jwt ait aa^r ww wk ^aaft 
wajft aft arr 1 
ar. 1 . 10 . ^^tTHwarkka 

Tim %rfta war ftm rft w^aaTW k la^afr aft kasm 
% sppRaatjaa yaar aiwr ftar 1 
ar. 1 . 11 . 

iim %afta ka aaa m ^kr wrjfifr iimar ftat 1 
ar. 1.12 afrtwafl t^aFRi 

Tim %afta^ra arrjjHfhfra atf^aft Timm ftm 1 
m.i.i3 -snyf^iH tfisfraTiraRr. 

Tim wrgfSraia ■ftm Timm ar amra fkmm tftam am 
ftrwa ar miaaa % ftni aarat fftnaa ftm 1 
m.i.i4. 343 ft hrT ak 

ftae fmmnt % ftni am-ftrf^m wh aftt fkarif % ftm 
ftm wffri art mjftma mift a ^r ftwia $r ifri fafftaa.^gaftsra 

m.i.i5. 4<i=i& 

faftw w^maf, samaTwf mft affftar % atm mawa afk 
ftfar ftaai afR ■ftftt-^Tffts %r ftni fsTmiaftaam ftm ftaift 
•^ftia a ftta at Tiftaffra fkft 1 
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m.i,i6. ftnrftftPTO 

T#n nft ftro i f ft ftf % fan* itm ftmn n fan^fa n H iftm i 

alt'll Mini °HIm!^ 1 — IVl^flT *t<71-Rfimq><yUH 

anft T(7tnT \ 
m.1,17. PMcft) 

Iff) 3T"Wn smjftl fttft) mftp, sftr ij. ft). T(T1. ■qi 
apfer n?t ft mfm ; m-mn ft) *ft) nrnrr ftift) mftn i 

m. 1,18 T^ Hi cl I 3frr Jlci-lll'jfct 

Tift) anjmft) % fftam 7 mm, Iftljmf ('JTR Tift ifttWl), 
d'tiilml 71 p 7 aim Tcim % Rny, arftailjTin. Mill ft) aRq^fl 

Wjft aftr mftm tJTOm ("TOPTH m ‘WR’Ill Hfswiaff % 

Rpy, aron ft m<.(i( 
m.2, f^WFT 

O) mftr-Tmmfftmn 

(m) TBTPOTH TJF--fTC T-TOTr m.1.5 % 3PffTR I 

(731) fftmfa mW—ft fttflfa m^T iffft I (llfttm 30 m) 

’’ft.) (ftuft (ft£4 'gsffrqr imf) ft aftr rnn ft q>*i2s ft 
30 from) % lift 1 mm ft) T^ft fftftnfr ft ftw , 
wii^S silal*+>;<, iftlfftail, ftlfsftT1*1T am •jnq-iioH 
Trrcon ft) te) iff 1 

(TJ) wq q vfttR WCT- y TPTtjq ft 50 fftgrfftft % ft?ft 
ft) ^We«lT mm mrroftmi m^1 fttm (175 mf ftfeT) 
^7gTftq7T-SRiT?WH7T«n iftWW ftlftftTimifmniT 
fttnr #7 grftram-. ft*ftnfrn yn ft q ra iaffew ft i 
t^t am-mm Tfmr fftnft ftroTfftft" % fftn «raft 
afrc mn mw-ftfftn ft i ww ft rnifm fwi- 
Trcrmm Tjfftmft ft i w% arRiften (12 mf ft), mi 

Ufti) KTO mHI pi'll ft Mill % cf*h el 1 *! fftlft ft 
TftP 3 Tpf ft). mi HHI 7(m 1.5 mf ft). nitm I 18 mf 
ft). mi fttnFTTT m«J iftHT fftflft 6-8 7m ns) an T 1 % 
ift RbT ^rin-*hMi iff 1 

(m) anfloh (ftfli'i—ftm mnm from yqliiiFii ft pi ( i oo 
mfft).) i^rreT^firrr4-^r^ wtt%- am- wptT t-cfpft 
% -id, fftm '.-pi ft afft Tjjmrof ifn ttst^ % ftm, 
anjRrftnr -g^TH iff #r Tim ff 30 fawM % fwi 
ftaiTft-iants Ht fit' I '?nt' Tl^^l'r-ff % 

eft- 1 fi afk TTO sh+mh TTSf% 'ft 

(18 ■"Hr aft.) I 

(if) spjrisiH—ar^ri'iR % f^TTj; 1 ^ argritnii yiftnvn^n 
frni (so irftift.) 

(^) Tiw^m—100 ^ftift. ifn tj^r Tm^R #tt ftraft' 
ant n Tisft Tnfti ftrofn % 

n 71^+1 anft nft tj.Pi'n tt i wft vfrPnnft arj'nn, 
msti anft % Tiro-Tun TurmrR ift. tt. t%% tr. 
am. ant, % ffin, *1 shit) t^ ij s tt aftr ■jirft-ftnn 1 
n^nrft n7f^> nnw n^anmnt ^ j - '’5 nft ftim fti t) 
famft nimn an^nr % zi^n ftr iftn nro? 

(50 famfftnf % ftm, "ttn ^sb-nTW) THft'arinnn 


ti Rfli< 1 5 ift fti Rri^ "n^f^n 

^h-tkt<tpii ift 1 n^Riift aftr nrs^ift % frrn; is 
ift^r nrftn? % tf tiwr iff f^tnft’ nr 
aftr Hi^n ftmr ^r tt^ft i 

(tj) fftmiftn ^TTiafrirm—xnn Ri'mfrn 

■gTn^nrn-n-Tnft^nw^ftnTTft^ so-ioo 
■3^% iff (30 nft ift,) 1 ntnfft ftnrft T37n 
^jnnri nft tt nfftn) "ft arftnn nft i jTTRft nft Ti tshi %■ 
Rm,n Pin ann 1 

(^ 1 ) T^ftn ^ f^n t«ih—T nftn % %n fftRFpnr t*tr 
1 %m amim ainft^ : — 

1. tt^wT ftMTnrww— (^inRi is anf ^ft,) 

2. Tlf-lftftlTtT/TfST—trap W (Sflftap am sfimR 15 

nftift.) 

3. Tnrr. tl^TU/wiranifli (fftn)—napirw (^nmn 20 
nft ift.) 

4. anjf^ 83 nT/ftT^vfip—mar (1 s nft ift.) 

5. ftmn ^■'iPp’V-i Tpy—‘nH> apai (a)^nR 

12 nft ■*ft.) n*n 

6 . %am wi Tew % 1 w( iriTihnTn tm (sfcmR 12 
nft ift.) 

(2) ■yrftr-f^fvajT Pr^Hftw-lfll^V(r1+ft Tff?H 

(m) annsHR Tfam m. 1.5 ti anjmr 1 

(T9) fnwfa^i«—y;<6 (ftcvinnw#n (30 nftift.) ftrrrrft 
tr?n grfftni TnftiffaftTTpi^T!TR 25 ft 30 ftTOr'-ff 
ftn nip 1 >m ft wft fnfinft nrftnei, wnts ylftnai, 
%cftftraR, qlPs^fl nm am ijyn-^n ai 4 ti<.''i ntmft 
fii 

(n) untnn^i—softirnfW^l^nnfviTnR-mw^ 
Trftn f-mR-ifan unViviKii nf :— 

(1) Oufftn'R n'ftnvim (t^t)—■ swft^i'M-ftiTO 

Tiftn 100 nft nkr anTm-wim jm<-w nmm aironT 1 
nrftni fIW % ftm arftmpm; Tftn^n wl ^ ^ 
qTn^Rii onTi'ii arrmr 1 m^ v )t, qipWi<’ , i ■-^ 

ft pqi Ttnar aftr uqi ammft aftr Tpti fftaiTft 

tftn aRf^’pmft inni aTftn/'*nnft'ft tftft 1 ^nft; Tim 
14 nft ft), ten am T(^ ftnnm nw ft) wm 
tftmr ain^n 1 

(2) wftM rnl'iWHi (mr)—^ 1 ^ 40 ^ft), 
■^nft 2 ft). - 0.6 ft), arranr ftr 6 %nn ffft fav-ift) 
trf nttm nft ftftft aftr nnnTT ■gfftm ftftft 1 
mtnwn ft" aftanr anft ft? ftftn aftr iftiftn 

fti ft) nft ftte ftfftn r"i') 1 "^nrmr anft Tte) ftr 
%n anmO ft) f)ft) 1 y j ftnvn?n % mm 14 11ft 
ft), nn pm ftmrn nns ft) fftmr alumni 1 

( 3 ) mm yftnviiMi: 

m, nf ftftftini m ftnv i w i (%mnn 100 mft ft),) 
ft anmrn rniftmT 11 ! rnmmn ftfft 1 ymm Tftn ft 
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3 ifP*THfl: TplM PlTlI Pffn UWWT ARTRT 

t Wp'fR^i P QAi 4 TIA, T(AT &16H1O 
aftr T^A) T AT^ 'JiAfPi EK 15 arP'i/AIA 

Tf Pf TfrnY AAT TRpAT km AT aWT p AATT 7 T 
pfpf I '$TTpT FW 14 ■«rf Pf. $A 4 W ’'FT AAT pARAT 
"if 3 mM tu Pf,'^| ■jii^Ii I 

is. t?at AFfffpAm 7irk%PT IPstta yPf'imeii 
( P'T'-cM 40 A 4 Pf.) ftl'fl Rn ^4 6 7 <4 61 574 fPlAAif 
(Pmipo.sPf.pfPffTAATApprPPfTSApTftR-AW 
TRflppJH pfp I 
(A) fPsiPta ^rtatria— 

rat fPRrPfR jwwifn-A-Ti 1 ifvs) aw pfpf (sIato 

30 Appf.) fATTpATRp APT 80-100 [JTApTpfPf I 
ff«nf 4 ff TJAT ’JKTAT Aft iff P WfpAT ufaPf A 5 f [JTAAif' 
Aff Eittni % ftiR 4 pT 'Pm Afnprr 1 

(■50 3 igTitnT— arjTTtrR % ftn rat argpRFT yPpivriMi 

fffrnt (sHwrso Appf.) 

(A) TPfATprft’TRTATA : 

1 . Af'pTTT R[A fpATAWW—■ ( (jfARiTT 18 Ap Pf.) 

2 . W- yf^W-f teT (RAT AW) — (WpAT 15 Ap Pf.) 

3 . ' W l.AfPRHT/pTU (TAT)—RAT AW (15 Ap Pf.) 

4. aTjfprmAT/fpRpRT— rat aw ( q)arw is aP Pf.) 

5 . fp R lPt A AA A f m -A~fafPAffA AW~R?F (qbRW 1 2 
Appf.) 

6 . ftWffW'*WRTprfpTRATTpRrmTAR- («ifAAW 12 
Appf.) 

(3) RffA-TWTRH frWFT 
(AT) wtRWnAW—WTTTOTAT. 1.5 Pt WJTTRI 

(iff) fPwfa aw~-rat fPwfa aw pfm (wPat 30 aP 

Pf.) fWP ftgAfffwi'mifPf sfo ART P ART 25-30 

ftTOrPf PisttPi iTrmpfwP ffRf’Pt PfPlwr, triiPs 
T ftJtAZT, trfffPwT, PffePt RAT 3 PA'^A-S 1 =1 
Pf Tpfpfl 
(a) rPir-aw- 

40 frmrfPPt' Pr flpn ^ ha ri v t w i pfPf (100 aP 
Pf.) fWf Pa mf Pf Ptr Part TWiAiftpi, P?r, 

fpAT . f Pw-ft A Pn-A Tp W A RWW pf 114 Ap Pf. 
Ptoi wPat % ip wa-aw pf Rft R A pf f> R H Rgfr, 
Para aw % fViR pt i tjttt afti arPr-TTpRA rratta 
P f ■S'TWwT ARIA AfRp 1 

(A) PwftA-JRRFim— 

R*R fpRlPfA ^TRATWA-A-TTpf'Pf "SKAff PfAT ( $fAAW 
30 Ap Pf,) PTOP ART P ART 80-100 ^TRp? PMfI 
RAifP PftP rai tjtrat Aff Pf P STfpAT fffflAT 'JTART 
1W % ftn* Am Alff #P I 

(A 1 ) aTJAAH-ARJpAH T^Ai ARJTTAR AppTWm 
PPP (APr? 4 ?T 50 Appf.) I 


(A) Tem % %A PPAIJAR TATA TWA pRT AtTTAT 
3TAf^: — 

1 . Pf%AT-qp PrqmT«W— (^PPH IS Appf.) I 

2. TTF-PfARR—AATAW ( 15 Appf.) I 

3. WIAAi M‘)PiRt/ B AR5WIT (Pt)-AAT AW (ATpAr 12 

Ap Pf.) I 

4 . ^TjfpfffAT/fPffpAT-AAT ATEfT ( 15 Ap Pf, ) I 

5. fARTptR AAAfTTA-A-pPPApA A5PT—AAT (12 Ap 

Pf.) I 

6. fttBUT-TJTTT TTTAT pT pTT7 APPaRA TATA ( 12Appf.) I 

(4) ftrfjftrf^siR 

(AT) AIWI ATSJ-AA pTWT AT. 1,5 % STJARI 

(T3) fPApAA^-T^PtffpAAWpPTT(25 ApPV.)ftraP 

ATA P APT 25 P 30 PmiPf pT Pfr I ’fTTp f PP ff ft 
iPPATT, TTIT^y PfpAAT, ^TpfpATA, PfftrP) AAT 3pA 
■^?A-9iAA TAARA TlP Pf I 


(A) fA^RT-TTpT AAT TATAT fpjrftt ffSfJffTA/AfPPffA fPfPP 

fPwAprftr^ (Pawtioo aPP).) i aPr AiPffpAnA 
PrjPP fPlHk^fPt fojpp fP3IPT % fpn? VTpfPTA 


ioo APPf.) ifWFTnA 
14 aP Pt. Patot An Para a^mPat i *aP Pa, 
Ptaj, armnftAT, ftm, ata, T^wrPf Pa at Pat; 

AAAAAApTSnfffMlff, «(R40 fPPPf fRp TplP 


AR T# I 


(A) 4t?i^ (pijifn fp^tn, AffftiAii fAflA, VfpT fP^IlA 

AAT 3T=A fPpA AilPf % fpTJ TTWTTA P arm P 

1 JpA: IpB pAT-'ffPfAATTTnffPt I (A!pAT25ApPf.) I 
■JApT ipfPR^A T[ATTfCTT-AW (l4ApPf.) ITpRAT^t 
( 14 Ap Pf. ) TAff AfP Pf^AJA pT fi?R[ fPPff ATAff 
(14 AP Pf.) AAT PPTT AW (14 Ap Pf.) Pf TRATff 
art arrjfif tPfa PPtt i 


(t) PwTm-i5 fPtnfPPf Pr %P aP otat Aim tjat 
P lR jlAA ptAT (60 AP Pf.) fpTtP A^, A(P, ATBTT 
3TppTpfPfPlTTpfA , ^AT^AATATpTffPfT^WfP 
Ap 5 AfpAT fPwfPPf pT -gAA ARlp AlpPf I 
?TTpT 3TATATC(AT am AW Pf pRITI 

(A) ATA-AffW TFTiAT-IJJAT AA RpWr AW PPlT (400 Ap 
Pf,) IPRlP TTAf Pi VPlffTRIT, aTO AW, PfAA 
^fpATp, 10-15 fPwfPPfPrf^TAH, AlffWAFTAW 
A AT ATTApffA mfP Pr #T^ AW #ft I ATAW/ATA- 
tpfW ^ffAT AT Pf 3TTWW P Pf Pf AT fffR WTWW 
pT 3TTTTW AWT P aRTT fPft>SA -qj WTA-PuAT 
fPwT Pr Tim Pf Pf i 


(^) fpATpfA gTAAWTA— 
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wf ^ MnftR ^wrm m ffrft mw ffir 

(30Mfft.) ifalRf MR^MRSO-IOO'JRlifif'fl 

7T«nf*r Mft ^ ^ww M?t ft f srftw srRi*ij tjwiMi 
fwr % fan RmRff ftft 1 

On) wtjrmr—w^tmr% fannM> tojrm^ yft'iwfli 
ifpft (sMmsoMf ft.) i 

(ff) TOR % fan PpRI^RR W '4MOT®4 TOlMl 'TOmi ; 

1. ^ f*TVFTT«W (18 Mf ft.) I 

2. RV- y t frRl/faU — 1 MW (TtftMi IS, ff4 -BBT) 1 

3. WH ftRll VTOMTOTl—T3^MW (14 Mf ft. ^T) 1 

4 . ar^fifitiw/Pic?i^—^ mw (is Mf ft. tR) i 

5. ffWR-MilMfaM M faffaStM MW—RMi (12 Mf ft.); 
MMT 

6. SfilfMTIRTOR (12 '»^ T f Tfl - .) I 

(W) t*M f(*+i 

Mitrofan 'wt #mi tfinr (i oo wf ft.) 
ftiraf ft Hfafan RiffR fff ;— 

(Mi) ffliW MWITT«4I IMflnRlft’M?t mpr 

mw ftmf wjmm Rffai: m "gftMif fWt 1 

(w) RKifnr>tMwi 

Ot) Tnn'^'&faM^fanRMtRRCT 

d) rjrWm, fffaftm, fatfan, -qn, «n£ ft. nfeftffa 

R{bWM> fatf % fan n'il'UfiicM MW I 
(R) teH"! afa *im MW 
00 WRTlfKMW 
d) r£m; nf wfafasMW 

iTWilTO RCIMMI 4WPI Stiff RRR-RRR MIRMT- 
fftftm sfftff sfa ttrtmr RWtft ftft*R, 1945 M?t 

W^l^ft W MR-12 Ml f Mr Mi 3PJRR TJMTR 

MWn 11 iff I 

(s) nap 'ftMfastiR firopi 

(Mi) WJIWH TJTT—RnflWT Mi. 1.5%3RJRTC I 

Os) ftn?ft MW—nW ftn#T MW ftRT (30 R>f ft.) 
ftlRf ft?M gfaRT Mlft ft ftwf MR f MR 25-30 
ftRTffTteR%IRTMft'?Rf ftrcftft Rtfff5 

ffttM^t; ^tMn, ftfafr ttmt tor t^m- swt wimur 
ft Mffi 

(r) spWM strI'Irtw —40 fttnffff % fan RrftftMi 
yflRVIIRI, (aftRTR 100 Mf ft.) ftft fttRf #M 
M ff sfa ffati TORiRRI, Mb, TO, ^TORIfft % 
fan 31 Miff aRMWTRMTlpfrTOff TOtff 114 nf ft. 
^MMRT M^ RRI fMpt MW Vt fWt I 


(M) (1) (RMR-MfW rM); (2) Mm 

R^M; (3) MT3 Mt; (4) VlfKl M; (5) 
MRMlfMJffR; (6) RMR1; (7) 3tM*ft MPTJtMb 
3TOR ^ Ml- yRlOVIKrtl ffft I 3dMrMl- 
RMtRTOT % %T( 25 M ift. RMR fM ( <ft f S Ml- 
^MRRRRI 'mPT%%i20^7iT^, (2) RlftM^M 
%%I (12 M ^.) (3) R^M R»M«S ^ 

3&T ?Wt % TRR % fM. MMl SITO ‘am 
RTjff RffM VR'T'TRtRR MW (12 M ^.) I 
(R) RtRRR— IsMrf^M^^R^^bRR'MCTRMI 
RRTTRR ftRT ( 40 Rff 'ft.) fRTlf RHJ^, 'Rif, RW?I 

RTfffff IRftR^RfRlM^Wtff afrlfftnffRf 

% m*Iim % Rfli^ MR-f-MR15 M-c iMT j i RfllMt R'RMM 

mM Rtni’ft i 

(R) ffRlftR'JMIMTOR— 

TRf TRT tfRRftR ^RTM^TR M RRHft MW fH 
(30 Rf ft.) MR 80-100-JRlirr 

ffft i mriPt %ft tim; -jrimi mO ft ^ RfW Rftrci 

3TRtMi RWT % Mt HR Rff ftft I 
(R ) R^f MIR—Rjf MR % IM; Rtr: Rjf'MR 
RRtRRmiftft (50 Rf ft.) 

(R) TOTT% ftlTI ■pRRl^RK R4H RRfW MiTRT 'SITOTITj 
1. ftMRRffRTRTRR-IS Mf ft.; 

RF MW (15 Rf ft.); 

3. RRMM> MW (12 M ft, 

uMb); 

4. R^lRMr/f'^^k-Rt RW (IS M ft. R?fM)); 

5. fMRlftR MRMfRR-M-tRtfMttR MW-^M) (12 Mf 
ft. )RMT; 

6. ftWR ^RT RTR % IfR MRfMRR R*?R (12 M 
ft,) I 

(«) 3)«*jnjin MnR 

(M7) NRS1H MW—RR R1WT Ml. 1,5% RJRR I 

(IS) If^fRMW—MfRMWftRT (30Rf ft.) tfRR 
ft?R iJiTfRi Rftff ftTMR f MR 25—30 ffmff 
i*t5R3p I RIM ft Rif RfnR ytaiRRI, Rlt$S sJt'SlW, 
MtffRR, If TsMt RM1 RR ^VR-SPR TITO ft 

Mff I 

(R) yiflPlRi Rfl'IKtmi'i.—25—30 Mnffff % t^RMf 
TORT MF?ft STMtfRMT Rfl'TTTTMl ft RMfRj — 

(1) 'srfRRRMi' fMappR Mir ( ioo Mf ft.) ff rim 
14 Mf ft. MTT RR MWft Rt MUFttHfR MRTR 
RJRR ff MlMi'l % tTOI ft I 

(2) Mf t fMM m fqJ l ^ fMlRftTRiTfRt (lOOMf ft.) 

MMifttflRff % ffni 14 Mf ft. MIT RR MW ait RRIMil 
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m ww rnmr k^r mw V ym V Wn.VmTmrmT 
mVi 

e'er) Vw^m Wt (75 mV VI.) farcrV 

mjV mV, VflW TOl mTTVV Vlx mim-V-mm 15 
ftrcnfWI' % %V VI «m VI1 “angftfaH mr 
Wstr" ttW -p; turn ar*r VI1 mVI mptf m; 
VIto M if W fVw fVV t V Wm % fcnj mm-V- 
mm s VznaTm Wmi amM«j mnV W?) 1 
O) famVIm ^RPWFTm—TW ipp faWIm ^ETm- 
m- m-itW '■wVrm (30 mV VI.) fcraVmmVmm 
80-100 VMI1 Wlfo fWI T^F VI Vt V 
aW?r WV "JRW -WOT V fW 7 Tm W #ft | 
(m) apjVmPT— aTjVmH V fpH 7 W aPjVmm H WlVIRlI 
W) (50 VI.) 

(VS) ram V fVt( fV^TFpTTC WPt TTTFW mm^T arn^TT : 

1. WmripiIWTTtm»V(i 8 mV VI. «N) 

2. (Wm 15 mV V.) 

3 . wnw WwwTreqrcrr- xffltr mw ('srrVmr 12 mV 
VI.) 

4 . ar^ym>/WW- w ; mw (Wm is vft) 

5. fmWm ^rat?R~m-fiWVIm mw (12 mV VI.) 

6 . frrirrJrFRTermVfW'FV^ 1 

( 7 ) mra^ira ftrum fam fa?rr mfim 

(m>) ^mroqri mis—mr? Vhot m>. 1.5% arjrirc i 
( or) faVm w-i yti WyV mm Wt (30 MV.) ftW 
mm V mm 25—30 fVoTfVV)' % %V % fVlJ 

gVWWlVr 1 *rm iff Wf PmVVt Wie*, raVs 

Wmm, ^VUVth, VlfWlm*TT aTm^-Wm 3 <w<wi 

W TT^t Vf I 

(m) Viramm—qm Vrmmm Wn (100 mV V.) l^reV 
fWWT- Ww Tpl, mV, RTETt, wf? 7 M 3 T*m, 
Wr mrs^r, fVm, Wurrmv aW 5^1 fmn( 
mrVV aVr 15—20 fVmrfWI V VaV VI *rnm**TT tI i 
mV) •f'lil mr Vmiri mV VI aVr fVwrfWt V jtWt V 
fW *tm-V-mm 5 ^khT'I Wmr rnm^imr mm^ 

■SUTTlft | 

(’’ 4 ) H^ii VI mim, "■-IN aiflrnifte^ifft fV^TH Jlim, Wm 
mVmm VVffH afir fVm (q^i'i Vw aW V fVu (m 
mVwreu W (100 ^V.) 1 
(t) 3 ^qfIw : *VIV—T^^VIi 4 r 7 r ^8^(400^ 
V.) -ftraV ttV V fair item, am %imq 

ijfq’irq, 15—20 frorffM V fmq w, TfVafT- 
wm W'tiPiIcTq aufttVf^'anf VVI1 
^r?ra VTwm^^VarpiTn^^VTlms^mTO 
% arm^q ■?«w V V m Fm f^Ri ftmn 
ft'im % mw fi 1 
(m) fjT'irVm ywhiw— 

30 t=V VI.) PnwV V so —100 


VHI 1 trqtft ipr VI V V arf»^ ^rfVri 
^rtVI VI wit V mni mfF #fl 1 
(^) argntiFT—ar^ftim % fVrm ar^Vum s Vtoiw i 
^WI (so 3spf VI.) 

(^1) ^2TqT V fM0 . pi^ii^tiK wh ^<1^)1 ^"llII, 

1. WfrtjV fWTtttW— (^TTO 18 M Vto); 

2. W-VVtrVI 57—l^’FW (3lVl^ 15 qV VI. ); 

3. 8?IW Ww w 4IWIfll—1^ (12 qV VI.); 

4. (is M VI.); 

5 . fWftqiFiVm-^-t^fqVhafw (12 VI.); 

6. fiimm (i2mIVl.) i 

(8) TnrpTftRF wgf%PT 
(w) sqraqn mw—tp; Vism sr i.s V argwr i 
Car) f-r^yfq w—17m w Vim ( 30 ■qV VI.) faraV 

25-30 fntrrfWi V ^ V fVt^ ftjq ’j'Vfcrr wH Vf 1 
ftw VI wV fVWt iVHsr , FmtqVVvrr, MfViB, 
VfijV wr arm wwWiifi 

(n) W»b nWramr wW V fVpifa VI ^gfVn 
i£sf uWitit^t VtVI (ah'm 100 ttV tH, ) | 

(^) Vu^rwq- ^ Vamfiq (75 ^rV VI.) ftraV 
■VnVIVq, ?nyta1V«F wrftti, #ir «r^qr4 ftV^rr, 
Wi WwVI, hhtji IVgnq, nVm vr 

qV«nm anfir V mV, a 

arm TimVI uVVa VI umeft 1 
(tf) fVviVIq w fVmrVr-q ^wrmrm-m- 

V T iI «1 ^r VVtt (30 mV VI. )IVmV' V mm 80- 

100 ■jwV W1 Trerrfq fWI t^m? jrw VI V V 
Vw Wit Vwu V fciri 1 F4 mVf (Tf* H 1 
(mr) arjrrmFT- arjrimFT V Krtr iff arjrmrr uV J ivn<4i 
VVft (so mif VI.) 1 

(V5) TJTTT V fW fWrjRTC wm oq^TWT fW UTTTJI7TT 
s?W :— 

1. WmTT(VfV4mntm«j-( Wwr is mV VI.) ; 

2 . w-VWroWr-T(m) mw (is mV VI.); 

3 . uBW^ilwimiTWKii -T7mrmm(W*fn5mVVI.); 

4 . ^iPiwV)F r7-m-' P4RW i < r i -'i7mT w ( 12 mV VI.); 

5. m e’wflW-m-’smnmT-'iFF w (12 mV VI.); 

6. argfVw/fViiW- TFFmw (is mV VI.); 

7 . fovrVIm mnVnm m-WVWi mim (12 mV VI.) mmi; 

s. rami'VIW wifwim (ismVVI.); 

( jT) WVlfVcF F4JTWV^/UlV|4| WIFt4 WlVO| Ws 

vWf arr^fV?rt mnWr V W -giWm? 
Vm/rnWn rmiw Wrarm Vm VfV fWV IWWI 
VI n^ifW mrmfVmi rmi+*m parlor irmrimV i 



[MFT III—13TT5 4 ] 


'TOT’^TTTsm : 317nHK u l 


HIT nftr I JiTft ft 3TT*lfft^T tah*a 30 tftr.ftl. 

% ^i*h\ ft ftl iTT Ptx. 3 TT^$fft?Fl "nil'll ft ftft ft 

HjPqi mi tlfti I cififti A 3171: P/I4J H +4164) 

1 j4%rftT^3W T T-3W T T'HWHl^ t^'TWnfl WT^IT- 
ft-'spiT^qwftnt) 1416*4 %=Jt/UlH^«l WIW 
fti"^ ft" ft<4 ft) sftt 1TTTlift "’TT 5i|tjPlfli4 'T>ic*l'»l 3ft 
TrairaPrs aftftsFiftmft'ii) 1 wysiPw fftvFT 

A wp=*t fitHR % ifcs ifTTft, fwi TT«TT SftmmT 

oftfftf ftftf % Iftm; izim sift ftmnftf iftftf % faq tf 
■'T'rfat ^in'iti gfftvr 3171^ mT^i 
(?0 Mtwsfw'iii 1 !;-'^ sn^WjiR 

fftMTiftr jremrfftm Pwi d i ftijftiT 1 iotut^ ffturfftftf 
3ft Hlft-lft—^lft % dhy, TJTH'lft IjfftilT 346l™1 
3Tin$ Uim.'ftl 

13. ( jtflfn* 3TmiTrH ) 

13. 1 WHT-H 3TWj(ft?mf 

th.i.i nftlftfaqr a r CTff ra, ft# 1 ^ yv i mRi r^ afj WT^ 
% Rrin srrjf^NtH 4 bi^ ,1 i 7 t*tt 3TFjPfaffH 6i6*i!4 % 
^/Tf«IFTf5tr4 % fr'iT'l ft iftft I 
■?5t,1.2 ^5h % fcTR 36 13 ft TcfV. A ftta 3TftftT3T % ftn* 

36 irf ft). "WT inmw ^rtkt 'Jim/n uraPb stfutw 
3 W-TOTF % %T( TSRmfwr, ■Tftfr aiftlOTT w 15 

'TOtrfm IfiTfl, 3TFtip?f % 3PftW 3TTft % 
ftro; ft) W •3461*11 3T1FTT 'Slli<*II I PlM % Rfly, 'ft 
WFT 3461 «T <+KI 4 l 'Hit'll : — 

ip, ■^rrawftOT; 

ur. wnift (ftu (300 -erf ft).) wft isftvH 
llPlftl q STFTpft" ft) HlfftiTT TWT, fttft ftfti? qrft 
4 + 4*14 auft 11 ft hi 1 . 1 , 'ft ^\ 

IT. ■RtT'^T; 

A. fftfftTWT arfftita arg'TFT (150 id ft!.); 

T? ffflW; 

H. 3TWTWTt'1TierolTTft^f'^T (50 llft'ft.) I 

15. 1.3 T^5T ftr^ftl wflWH 1 JF mPH uft ftftlf t-Uf'M 3iT ift 

ftft^uft 100 wrfapft Tsift ^n^numift 

TJ?q-?r®T 344)713 ft iftl "ft I 

13.1,4 3i UJ |TT 7jfft*IT-ft) HfftH ftr-lftlT TT*TI ^jr<44**ft 

fftiTFI ifft laT^WT I 

i 3 .i,s ■fturaft', w»w 11 iftftftisrtot % 

TfrjHFT 3TFm# 1T*TT H3Tft5j % -jft^ ftplftl q -sftq 
3 rt# irftn ’5 7 si3ftri ftnqftr 1 
13. 1.6 3itHdi<4 HRtflft 3T^: ftfftr^iSIT, qR.'y 

ftfftrftw if^i^R ftrf^ amrftfti ^ftft 1 

13 . 1.7 iifti.'iftftffwift y<"ft3i fwrftf 3TTqTfer-'3T | i-ft- 

ot'i‘1 l*T<ni c w. 8 ftprfti ^ -sHfRqfft ift*ft iiifb y, 1 

13.1 .8 fq«u OTftftrr—sftrfti ftr ^h^i-i qn 
3ftnn qTq-ft-^jq 80% qiPIqi ftPTT "qifrl I 

13.2 3IWdlH ft <36ftPHc6H f^tm 

13. 2.1 Pn-^ rr f ijfftft' ^Fft : 

(ITT) qiPW 50 qurfl ftr 400 fqwi< 'qif^vj, I 


3cftPrih ftiyui % P)Hi^tiu ftliH HIT % : 
(is) ^TTH-fftfftrwT iren im^ fftftqmft : 

fftHR ftlSTT A iJpTS 

fftfroijpR 


1. 

iifipi ■3TFT-fftfftmm 

96/3 

2. 

fftMn 

48/2 

3. 

wrni«nmiPTitn 

16/1 

4. 

(qqi fftllld, ifftm ft*) 13 r r) 

8/1 

5, 

H4)r3*FU fftfftilllT 

8/1 



176 


f^rqrjft ; (1) -^4n: 3HP1-7 ufam ft fa rot V^m, WT 

WT H'ti'l', HIM f^P*iWlf>H1Ulffft 

A wn TTOT V31H ftn ft? fen? ft) ^4 fft p TT W l 
y.'ti'ti 3Fft 3TftMn f^lIT Tilly II I 
( 2 ) 13ml ^ml ftMH 7ft, A>qfto 1T«11 1TO ftq % 
3 H 4 lfllcii, ftniRmIpl ^i6h6 I(HI H H-ilftm 
3 ft ftTftwrrftl ^ 'nftra 11 ! ftft % F-ftniii 

fftrqr ,j iiu i im ■516441(4 th 4H iTrnftni ftr 
^ fftiftm ft a ift ift t=t fftftrramaft' ftr siftHm 
iron ft fftiiH ^Iftjqr 3f 64?ii !4 ftftl ciqiiwr 

iTnrftTsirftft i 
( 2) Vic*4 tW^K^TT 



1. 

HFTRT TICT PqfftirHT 

96/3 

2. 

5lft«lftqfftvFT 

48/2 

3. 


16/1 

4. 

4)4—rrai-ftT3 fftHFT 

16/1 


ffenrift; wft T^T ^wif ft quir^ir 
'4pltT viyM rftRticftlrR imiT ft ml <a xjqrnr ftfft l 

(3) ggftr Tift iftt ftp 


l^ft ftq 

wftm 


(4) gwfttTT 400 

fe ujj ft (i) -qfft s# fftftwm fft<6Rm ^ umft t ift 
7TT% fftiy, ^[ftUqq fftHTI ®I313I mrft ft) 1 ft 
sftl 111*1 ftl dM'jdd qR(l ■^inq ISTTT % STHl^TT 
nmr ^Pnn fftiHT utpti ft)*n rftt PTRTOTlR 5iiyPfflii 
%aiT>r fftfwr, 1971 ftr 'Tqftftf % st^uk ftftn I 

(2) ftfwi 31644^1 Iftrift fftft'ldffl fftftftlftftftlftl51T- 
'iri’ml'^ffti'ifl ^nft'jrr 3ifftR(w Runftml «i*i6*tt 
4iVti i 


13.2. cK’tifftifirT I^i~mi , i— slnlq 
13.2.1 Mrft^r mi ft PlHI^HK 1*114 ^(dWT ftftTT 
514^:— 
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1. 

2 . #ff an# # J# 1 IVIKrll; 

3. a## 3W7 7WT; 

4. RTi-## 

5. ftpHafSTR «47#l #f#;7# W; 7R7T 

6. 

75 . 2.2 JI 7 #fI ftMR % ftly, 3 iRlf<cifl WH 

wnamRirare#— 

3. 1## W ( 3J#F faRRT # f# R#; 

4. ftmpffa (30 # #.) 

## so f#rf#f % ♦# # wtr7*ti # i 

H g W{» f :~3TRFR, # #7iR1-#)f#M 
Term# nr# f#F##f# 77OTT#1#jf#ifftiT 
pi'hviT ftncnff # appK’T #tt i 
75. 2.3 3Fjtf*IR yiitnVIlHUt : 

T?5fr 8RJ7TR1R M#Rlltfl #fl ■'Sit 77# l#T ^ tlRS 
fa#? efir^f^^ 0 ! % 3RpR#ftl 
75. 2.4 3II#PMfiHfy!T 7JpfZ : 

f#Z7 Tjf# f#*T ### #ft, 31*# :<— 

1. 7tf#f % ftrtr siftww; 

2. fcTR’HWT; 

3. 37T#*FT f*T#7; 

4. 37T#7R T 17^FH i FJTC®T W*T (tPR#-^ 4 faTTR); 

5. TRpn/TSRTS Rm*l <M(I; 

6. 3lWiK ^738; 

7. faWPTHTRij; 

8. ##T*FflT; 

9. (^##1 SRmi-aTFFT); 

10. 778R#%'f#'TOI; 

11. faOTf#t#fcmT»>pr#T[; 

12. - #R W; 

13. #1 *1 71RFT# % f# W W; W 

14. fapnf#if % Rri^ RRH/Ram toji 

wihf*) tiw P^Rhwi % fain; #ft # ## #ft far# 7t 

yfa (HIH’/fl Rt R- 19 ), H# - ~1 RHI -#3 f v^6 arf##!, 

#17# % faR7 #7 # HTjft yR t# tRi # far^ sf'fl i 
*7# 3T«mr trf ■qr aif# ^Rrf> 7 +n f*i#7 sir tthr- 
fatfawi fa#?m3fi # fam; #r #7 amPT-aiwT^iT #rfa 

# R# vJHCI'^ “hO'HI '4U<,'II I 
IS. 2.5 Tfant 

v^> 7#tt fa*HJ677 u i #ft fa#' 3U#4(H 

f##, ji # 1711 Hit# %■ '{|4'7R-'*mH # $P-ffll # # aii'AviH 
f*T#7 ## *f # RT f# T#1 ftnfgiW vt I , RW 
fiiRibH 0 !aivtilff arPniiFrpRTTrwcft^i^ 
% ftT^ 31WT 3T%?FT 1?t afR f^JhfRn HI# fa*>K# % 
aien gn fapi^f #11 fRHfS)*PI, T^fiRfRl »II«WHS fafiaiTOI, Btt'flT'1 


i#?HRr sfr>nT #r P rosh tTH ^r, f#RR w 

anf^Tff i 

7 HT f^RFT TPT-f^PT ^F7 #711 #7 TUT! TTPnft, afRfrP, f 
n«n ^f#i hi# # ### ■# arnjft # -TiTtRfr i 
1S.2.6. HI# 

#fRpfn p#=ft^n ## ## f## -®r?*F g?# ttoRt, 
TIT^I #TH llfM'l "HHiRt anfi; ## I STHTfim # 

ftm f a?R fRjH?CT ,j i i 

aiwflifl 3 -rRsh, i^3#:3i^^BrRl#rH% 'trsith#^ 
# ^rr# i 

75. 2.7. f#Rlfa7TRT 

fMv-i %nf#i 5rftrf#3R yuiTdl % ftr^ wi, , 3# 

#FniH #1 7R9[1T %1 3TJ7TR 11# I 

"f#T 'WT HTTOPHI W l 'J IH # tjaRT# ^#1 PI# # ^ 
25 # ^ f#T-Hlff #TTT I 125 ^■Hfrf#'37#3Tf#1TR 

y^iift’in ^##1 w/-91 \ ’3 t fH ? 5RT ‘®B1 f#TTH -iM arHT 7 ! # "^TpR 

HIR HTWlf# #111?H#t % fW ## I f=TO $ 

wViWil'ft TPTHRiT # "JHI (l)F ■& ^=11 # # RI^ 1 

atrarft ^ aii^ impii an hi# i frf'i# % ftru; #tei w tr# 
^1 ^ H1R # #R HHI# Hn*I 

RtR % ffTtr WITH etitiyi ampn a3«ltlT! — 

(^1) 300 T^RH, 500 Tpp^ 800 a#. 3#. #, #. 

ITHRIt.WOWHl yilfTt (36 TTH ^R.) 

(is) a r ^ 'i R i ts ^iig (is ##.) 

(n) 601RTR 1 TOTR77-‘t5nHT#%f^^1 (15##.) 

(R) #.#. T#H K g liPi1 (ft-I <JlH( 'Hlfil rl'I (arro 

^1, pRU'H WI, H1R^p7 R^T), ^71# a#lf#T ^11 
#m, ^#.7RT. HRT #f 7>#l!?aiT # 1# 7^7 TPS 
aim 7* #711 HIR 80 # #. 11 

(# ^«n#137J7K #lf#ri (TTrr,3TT7,ant.) TTHT#, 
aHHI®RHRlf an### I $ti=6 feiy,H*1H- 
a#W RPR1 IRftlfR'# # 31^7117 #ft | 

(R) T^HHT# f#R R ^7# HPR^( TTiafl-TTHFI % f# 7# 
HI^T (15 # #.) 

(75) 7TRR1THR1 (25 ##.) I 

(ai) dPiql # RriR, yfllWTTRcl, ^wniw sFi'hIcH^ Rill 777155 
R1S1 aiiq^H'tKil 3RJ71R 34^«*T *7i71R am# I 
75. 2.8. P^I(I7H| f#H f^rm 

TTUT^OH f#IH f#FT % %t( 7H7r-71»P7 3I1#VIH fa#7 
«dT4i R # 117 #Rn Hsm % ftin t^tth ’aH7T®7 jirri ampir 

#7 Pl^ll^nK H*TTH "SHHTW1 RRP1T ampTI 37*# : - 

1. f#7RIRTO #7 f^MFI Rg^S # #1( Rtf#R 

2. *[Pic # 3TR 7<[4> # Rriy, ^^7 

3. 46llrH4)M Pl(fT(HR^T (y#«b#’7T T T%ftTH' J FR#- 

^4 ) 

4. #’7T#I'g77R>mRI-R-77Rr#R1SiT (30##.) #7# 
50 f#lf#f # ■## # TRlfTejT # I 
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frfrftWh ftVPt 

73.2.9. f^OMUl faRhlUl 

w)Wt 31)^3 33nT73Tftrcrft ii i 3 i j i mi 3 Tf fti7 ffr3i7 3n i iyf) 
ftftrfftf ft'^fftft) 

ft ftr ftrr, tor ftrr, 3I3 i IhR i <jmw 7, 3ift, aruftjM 

ftyftcT7 713T 3TOJ ^'K 7^35 ft) t 51l t n ftft tit ft) 375PT- ^dl’I 

flWl 37ft) I 371 HTTTTfTTfTftl PpfPff %77^331^ft) dlPfc RnRi'3 

3337 3f) gfiren* <i*n ^ ^j3^]^hi41 scii^ ifr fin 17 +^ci*7ft) i Pi**i 

w 7# tppsw 31737 umftt, ftpftftTftTjfte (100 ^nf t)),), 

T^rft lf te ft OT3T7 3137 (50 ■epf ft).), ^^WISOFTM, ijftiftifitetl 
7 F P frH«ftyg ftp!) 3137 (50 3>f 7#.) STpfamT 313T (50 Tpf 7ft.) 

ft efe pi 335 * 17 , anfttuptt 33 73 17 , ftfas%faq 31 ft); (50 3 ft 
■»ft.) arftRfttsTBtd (100 3 ftif),), angfft y w fttfoft) smVmiiMi 

(SOqftft).) 3fft73 ftft) TTlffal W (200 3ft ft).) 37373 $7737 
(3PT-ft-3T3 20 ftf737 3 331 3lft33 3lft) ( 200 3ft ft).) Tig 
ftft)ff W) / 1ft l fti7» t ftpft fomfafa % ftP7 1ft3T ft37-fts 3Tft (70 

3 ft 7 ft.) i T^rty 1500—2000 3ft 7 ft. fttmi fftftppn 

ftpft W/Sttfaff Tjpf 33ft)" Hfii vfjrji TJ^lftw fftsrft ftfe7 ft Tjft 
sT^ftipT #n srftftwpw ft 1 

73.2.10. Wftfftfi OT^RfftH SftTTlH'Slf^R 
sHhw^rap'T^PR, 33-fftf3R7TT 3iftft3r ftft ftr-fftfawRi 

Tsmfti'ftPT, T^iiibd 37 * 3 , wftft^rftr*ft, %j3 ftpft, ?nft)ftr3), 
«3 l 371 lf ft3i ftlftt, TfFftpft % ftp* 31*1 331 7733 ft) 37PPT~3T3PT 
TRW 7P1TO3 3373 Tjfift (1500 3ft ft).) | 

757 . 3 . - 'srfJrt’T 

757 . 3 . 1 . ftP3 % ftpj t#tpi 3331*1 <Mr<« 373'ii:— 

( 1 ) ftfftftf 3 % f^ ■wppft/inftw t«7P7 

( 2 ) Tjwmw 3 srfftftor w 

(3) 317Tjfiftw ( 33 ftM) 3*77 Pt^n3737 yfft^nfftvPT 
% fiH3 44ci®3 31713 Tdiftft ft) ftpiPT ft ft) 
ftfft sftR 3?tf37 ftPIFT ft ft) ftfft I 3fft73 1Wl Tift 

3df)Pi°tiPT ^fftcft'ft)ftfq *^7.14. 

Tirrftfti 

(4) 3ft3«TITOf 

( 5 ) ftrft^e ftpipi! ft wi -gwv 

^PPIt TJfp^pr :- 

( 31 ) 3IP3 faftbWT 3 faft<PTTft 
■ 3 ^ 3 -sftt 

ftl %TJ aiPftTPT 
(73) ft ^ftra P T Wft : 

Rift Win 7R3T, ftTR 315?r 3 ^Rftr 3W TRTft 

(7T) arf ftq ftp 3T3MH : 

T PTP777 31W, T^TP^R-T^ITirT 3W, 3ftrTP 
4HW7 3i»4l4 I 
(■*?) 3pjf--JiniT-ftra aryiPT : 

wft%ft sroriftftr 3W, i 7(3. 3 ft. sfti'nnifm 

ftlR3Pft77ft TgffttJT 


(7F) 3TCT 3i<r4 |0 | TtMft) wftRPfi 1 TlftlT : 

3TPT TTpft^ff 3nftfft3T, 31PT 3P3f?R wftP p h, 
f^reft 3T31 ftpft 7T*7T «1W1lR|9b ftpft 
(■3) 3Rjfft 3 7ft) ftp 3T3*1PT ft : 

TJpTpjft wlRt«b, 3ft3R 3>y7i|U | qpft fpp , 
wftftw, ftpi 31TOTR°T Tipftftpp. ft3T 
TRW 3f PTP ftrarfftftf % ftrtr 3TOTr Tffpt P7P 
ifplT (3?3 ^ pfft?p % a^jTt-gilsrrf) 
(15) Tftr 373 HPT : 

3?r ftiRhwi ftft ft q ftfH 7pr-3rpf ftr f^p( 
WP1I 

73. 2.2. ftPrftf % 37ftw 3 W# 3WI 
73. 2.3. rwJ lfftft f % %T7 ftnftft) TfW 1 

73.4 ii’lflil UtiRmiril^ 

IfTlft 7^37^37317^Tlf^JPf P*1T3iiid'(l | jin TpfpTWPPft 

si" 1 !) RinA *q=r> [ft*jiRi ftpjPT, otilRi^i ftpjftft fftim, pfftr fft^m 
irfftfttft fq^ifft, Tja^fftlq ftptPT, ft)3 Tffl'H 331 3P3 IftftPyTtfPjf 
3ft 3T3 spftj ^ Rn( Tpjft 73[3i3 4»7*) 3ft ftPlftTRiJPI Tgftpu I 

73.5 ftrftt7T 3Tf3n(<T fftMTTT 

7(3 ^i-l04 3P3PT7I fftHPTft fftTTft 7HMTC RpIPlf % ftiwft’ 
^T7T TITPTftf ftTRlft 3P7PT 3ft Tjnft I 

yiTOlfhP fttnft ftroft 37T37ft7JPT Wjfft Tnftmft, TsfftftSR, 

ftftnftnfter 3«n ift Tjftu: ■53^^171 sm jiRiqj, ainra 1731ft: 73m 

^ftPIT, aipftlfH ^ vrpfpq] 3ft ^ft I 315 Tjftn: 

dHl^n tfWti 

3WI?fl 3li ftraft 3P7-ft-TfPT 15 fftRR lif, 3137331 ft I 
^jf) P2T3i (3ft, fftyii4T33I3p5!f) % f^ P*TPT'«MH«T 
=t><l*5I 3|'H7'II I 

RiHl'l % P2PP 331 ftftpft 3 3ft37t % ftlft 311 

Tfpft, P3f3T 73^5flT «iq*3T ( k/Hm'i-VIH'IU) 3*36 ®dl3) ft 
4hct® 3 3ft TjjTCpft I 

73.6 3«Mrllc'1 *+)l*Tft) 

73ft spftlT 3P3 33Plft ft33fftaift33T'5P3 TOPI, ntfftftpp 
HlR(3>lR*if% '^iHK33T-ftlft(1 O4(d*33i09l 'JlH’ll'aft 
97lft ^PT3 3171 3Tft I 

73. 7 %7#q lft)|VR 

ftr^t3 177^37 3TO Ul3)<u | 7J33, WW, ft?lft^RT, 3PP 
3313ig R131RPT 7t7Sff ft ^3 ifpTT #T?7lft' Tfift 1STPIT 33T 

ft) I 73TPTT RpJtpft 3T33IT ftlT ft 331P1T UTPTT 3lfft771 f3ft 3PP 3 
3ft) 7S3 ft 3ft) 7^3 Tift) ftf I 7pi3T77>r WRIT % 733 41^33 pftft 
ft) I will IT^trJ 317% T^jpft j£jfti 3 T, 3 ft 7 ft, Tpft) ft) ftft 7^3^77 
lftftT3ftft)l 

73. 8 37331 lW?f 

9T733IP13ft 4PTf3(|M HIHlf) % p(MdI3 % %173ft)3 37331 

7733 7J3TO3 ft) | 

73. 9 Rlft*MU| 7W3 

1731 ftpftftr ftrawror 7T33 ft)pi 1 
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75. 10 7WT \Pil3f4 

u.10,1 firddTTOTdr IdlR Iff frpid TRT-VlRl¥Ifl 

aOTTPSTOWTld TTRI 

15. 10.2 dlWT 3 3«I1<U iff foldd 50 yRlVIfl ftWT 
TOTi 5 * 1 T nfef d’d T 2 F 1 T % ®n^R 1 ** 15^41 ift I 

15. 11 34HMIW TZfaf 

afrnjf, s q ^n: anft arptf?r ^ tot dr ffrq Tqr d»d()q 
mnnn i^it mVii i 

in. 12 ftrenfSrofdt 

TH ’TO’fPl't Pf> mfPfaPT mdn mRTrfPl R^yiT TftHI 
id i Tftor id«n ^r d iftr d srPm Prondf t iff i 
arjqsft 2-artf^T^TO 
( sa ) wur 3r mf^vil .- 

1. niffdaim ■ftraji d RdW-srroiPir Pram r W-w 

■gq d PtoN tt qdr Prit nm i Prem nl 

UVI^vflM '•Hid d> ffrRTTT dr'3qdT dr 

wi^HR fdiw qqfn tPwt d idd mftfT 1 

2. mffSraid nrcPn % tpP Pnnqf d dftrer tot 

Tyfa i ft m ift id 1 

3. HKW'id myPhll J T'ftraTdr%mT faPiqHid -fiflH 

ndwr 1 1 mri wiwtirt ftrar id ^nr nd w 

StPtRwT TOT STd%T lipTT 1 w OTHT- 

dn-dU/lPft dn-dlJ/'K-llrWr'l T'lt'IVIWI 
*fild nPmr %w^ftfifpei!RVqifii%w nPrfPn 
dftPfrTOTndftllT TFpTTI 

4. -qf-gWuiT 5VTl % ftlR PTET#Rf TT 

nfMdtftwqft ifil TPflT-liqdrTit 1+ldi RilimqsOT 
$ % "TO-Tld dr fVl*M*t»f ''fd TTlffn H<d«h PfMFT d 
■qqfn id (Rt^wftei:) 1 

5 . n(k nm fouii) kiO< fldRT Pi^im, -jflq 

Pron w ijwaftR Prarr d fin T?f d 
30 % di-mfPTUFft ftiOT Pifqir Pft m Twd f 1 
dr -mfftWFTRT.RT.Tft. ftuffll Mi'fl 
Pmrd' «E<swini % TTd PrfPrci%M'ni'fl $ 
dPm'3 ^t dftm ti; nr M^Hftidr fti^ qwivflnt 
teftsnfmiimHfW st^itt nfan 5iod #ft iir*nfq 
^fh-Tirm favm d’ fin Td - % so% ot dr- 
nTff%pft Ptfnr Pf^ nr ot# f 1 di-inftPron 
hvi'ff df ftim*bf 'mft nt tjPctu md fR 
PmniR*m n°n df T5% Riy, ftqiHl nt flflci 
id m ■Rmft % nPi •ssti '^ 1 ftim'n di- 

«K^IP i yn fddwn Piot ftdr d PiyPw dr fnr 
jifrw n id 1 ir«irfd tnft PifPpni ^iRifPr 
nTffd^H rPit 5 ^ d id ^ ni ndidt 1 

7T*nfd ^rPn PpiP dt ft*ifd d 

PldwRJRlHW^ / PilfaW l ndTOT TT TRfm 
PtiTit dt 1TT«TPT d Plf51T Tiff Prtt m ndiTT I 
nrffdOT Pivi T i/TiP5 , i»hd Pptft d" 


^iPamh1»M< -R-i Minwm i dr tw ottk Pttt d 
m-^aiHivi PiFfProimr ^ TT-T^d.Tu.dt. ^ 
ffeift irHt mftf (%ot ■'irsrm anfm PtPnwf dr 
'ii*jtiK mr ndPitii d) 1 

6 . ^rPidifi^ni T^-imiiPrP tot, dPrm Ptot 11*11 
irfditrr tttr PiPtmn ^p®rrfd dr from TOTnrd 
OTffd^HIdrar drPrrnd%it Pfrerarf dddisiTd 
ott nd #t 1 

fdHFITTT 3ldf^d TSTTT-dT-TtiTTTilfW 
( 1 ) ndT-TTRI fd^TR f^HFI 
3TdftfRTT?TTi'dTid 


1. 

TddnR 

1 

2. 

for 

1 

3. 

TTWOT 

2 

4. 

3Fjftwwfd5lfar 

2 

5, 

n'fi'ltad ti5i 1 l ,, t»/fl4i'firJ(i'H'l 

4 

6. 

5PtnM«KK 

1 

7. 

fd^cd irm-Tflm 

6 

8. 


1 

9, 

idp nTTt-II fdPrr 

1 

10. 


6 


(2) nttr f&rm fd?FT fdHFT 

1. 

dldiiK 

1 

2. 

dsi 

1 

3. 

OTqrw 

1 

4. 

dtPldd Timing 

1 

5. 

njidiOT/Piirvfn 

2 

6. 

TTrftnt TmOT/IHrdfdPPl 

4 

7. 

Tdr ^Pr-t-'RtPw 

1 

8. 

yMpiviiMi TPm 

3 

9. 

sn^fdifOT-^OT 

1 

10. 


2 


( 3 ) isftn lUNd [*MH fdwr 

1. 

RtdRR 

1 

2. 

ftei 

1 

3. 

uimmr 

1 

4. 

nffirwPwtei 

1 

S. 

imdPfd wirwimdHdiiFT 

4 

6. 

Tdl ndl-T-nOT 

1 

7. 

ndl'iKiiw Tftm 

1 

8. 

oti^ ndntd 

2 


aidfdid whf ■rod 


(4)fdfrfdfd?RpTmiT 

1. 

dtdm 

1 

2, 

dsi 

1 

3. 

urnimr 

1 

4. 

-sTjfdramr/Fdr^fnr 

3 

5, 

ifmwR 

1 
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6. 

n c T> r [)onl 

s 

7. 

MpVlVHMI PftPT 

5 

8, 

ato&to-tofr 

1 

9. 


2 

10. 

topto 

1 

11. 

w4i 

1 

12. 

OTiTj Pitoft 

4 


( 5 ) TJsMta f*MFT 

1. 


1 

2. 

to 

1 

3. 

PTUPTPPI 

1 

4. 

ar^ftiw/Pp^Mi 

1 

5. 

PPitoft OTIW/wfiftlOT 

4 

6. 

OTfnwn hR*h 

3 

7. 

"to PitPT 

1 

8. 

tofto RlRl'Ii 

1 

9. 


1 

10. 

-*4^0 

3 


(6) (i+.mkMl'MOftvFr 

1. 

PltoR 

1 

2. 

to 

1 

3. 

PTKPTPPi 

1 

4. 

SFjfTTfilPi'/fppTfpi' 

2 

S. 

‘^OTI TMTOT5I 

1 

6, 

PPFftpit -OTTWimtfTTOT 

3 

7. 

to Pto-P-fafPPi 

1 

8. 

3TFfffelfOTi-PMiaF 

1 

9. 

PPfFTITFn mRpi 

3 

10. 

OTiT^ PI^Ntd 

2 


3T^RT^ZFF’OTrft 


( 7 ) OT’M ^ WP> f&WFT 

1. 

pto* 

1 

2, 

to 1 

'\ 

3. 

PmPFTPi J 


4. 

sr^lfTt WPi/fi ?. v! Mi 

1 

5. 

*tFI r AW n *t >n 11 

2 

6 . 

towto 

2 

7. 

ap^jft'tfppi-lipipi 

1 

8. 

to Pto-M-tolMi 

1 

9. 

Uto «b<-NlO 

2 

feuioH : TIP tofll Pil4 #1 3OT f^ftiWI-fafOTI PiFf 


P^rti W'-I'l ^ dH<rl«I PRTPT ' J lip, 1 


(8) uTTpifto toruftom 

1. 

uttop 

1 

2. 

to 

1 

3, 

PTtPTPPi 

1 

4. 


1 



T^TWIf 


5. 

TTTfelPitfpp OT PFMFTPT 

1 

6. 

3T^f?WMi/ftofM' 

2 

7. 

f^fton OTPtftoi PiFtorf 

1 

8. 

ppi’to wmpi/ppipHtom 

2 

9. 

sp^fato 

1 

10. 

totosfciftpi 

1 

11. 

topto 

1 

12. 

OTiT^ Pi^Plfl 

2 

unto ytofim wiumi top % tor ^np ( >pW ^>t 4 to" 


MnOTfttoT 3iwmp wfto) 

i. 

7POTM SfRlfilto 



P-PTWPPPi/OTmPI itofR 

1 

2. 

pff.m pqf+.wi 3Tf^°wO 

1 

3. 

fpfton ptoto toto 

2 

4. 

^ H - ^ 1 "l4 

1 

5. 

PPR 32 ? fiO*3Pi 

2 

6. 

TPRSp f?TC1Pi 

2 

7. 

PPFto PtPTOTi/PPitoMP 

2 

8. 

>wkI1 

1 

9. 

■nKri^ 

1 

10. 

topto 

1 

11. 

3rfM<4<5i 

1 

12. 


2 


wft itoto Wfcr to( 

1. 




P-MTKMFTPi/WFW ifitor 

1 

2. 

ntoi fpfton srftorft 

1 

3. 

"Wton "OTufto Miitopf 

2 

4. 

ipp-OTFM P^ 

1 

5. 

towi 

2 

6. 

TPOTM ftretPi 

1 

7. 

PPi^Nft iH 81'(P./P Pi 'l l Rl '11 

2 

8. 

ppito 

1 

9. 


1 

10. 

topto 

1 

11. 

3lfv|^(J| RpIRti 

1 

12. 


2 


f^OTlft ; TTPfh^r to Wft toWP ^POTM-tol PiTto % 


^fa/TrMPTTWf % OTT8J TOTWpTMT fttollto pft 

prrfto 

m. toviprc tofttp — O'iwutp tom 

(1) OTMOT 

1.into tolP^f yVPwtoTPTPtf 0«h toHTFMffl 

tlPI tom PT pTOT^T #111 

2. tom! Mil w+i-^'-l % 3TTPR PT PP 'ftiPT PfFOT I 

3. PMTCT^ftp, 30 ^ to<Pt f^TSPT •i^T 
PlftlJ I PMTfa, P*WT, 7PTF1 TPnf, PPPT ton, Tto'l ton to 
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gra, TfrfftTn: PifftfHi, afo apjf-nrar-ftn ftpirff ft 

igr gfftz ft [ftwft ft) gw ftlWT 30 ft tr lift IT ft) nn 
fftft’raffl % ftn^ ‘ ‘ MiRtft arigW?iH Tift ftft 

4 . yft®F gfftz % ft Tiiftw ift 

(T) ftNftR/ftjI 1 

(nr) ttw i 

(l) lf(M 

SIjftltiWftRJR 1 
(r) Tfftg ftft& r 314 
TpjsM Tarft SWT1T, T?n ®ni <184 ftflMW gpHi, amiTT, 
niiTi^nrvwgfte, fSnaMiti gf, toihw ftiarrftcTwfti 
(KfifftnO/mpl ^ntHW gf*R/gpRf ftf ftfty Tft TWO, 
uft % firUij inftTT ft arjrnT aifirfPw nftu aftr 4iPi°o 

shMiWI IRTHHTlft I 

(2) Rmi-R3fftufftWT 

iftii f*m ft ffttj gftft, Iftwift n*ir fei'+i ft) ftuRt 
lift 3RJT1TT ftft :— 

(T) UIRFU 3frw 

arftftfFTTSTOTFft 

gftft'/faRft ft) ft®TI : 3/96 

T55TO> 

1 . ftftlR 1 

2. ftET 2 

3. ITOTIW 3 

4. argfftwT/Tfarc^R/ 1 ftfftftT ft wi ft nti 

iftM ftftftn* qft ti argvi 

5. ohRl'd ftfftftT 3 

(nr) nsjRT3f)TFmTftft 

gftft/ftRlft ft) ftwi 1/16 

3ftf^TH T"il<F Tfifl 

1 . ftftw 1 

2. ftnr 

3 . !Rm> i 

4. argftfnni/Tfft^R/ i ftfftftu ft <*>h ft nft 

nfftss nft tt 3ppn 

5. TflU 3 

(l) r^x4l P**iii, ilrl'ilft*! 3l\r ^i«o 

gftft'/Rrwift ft) ftrsn 1/8 

aftf^n^TRT Tift 

1. ftftmy i 

2. ftST 

3. "SniaiTW 1 

4. aigftramr/ ifc i ^iv i ftPnft-i ftmft ftft 

Tfnaigm 


5. •nPi'o \Rnit 3 

(r) mlftiB R Mftw i 
gprft/fftnif ft) ftwr i/s 

aiftfftn tcto "nft 

1. ftftm 

2. ftET 

3. waimr i 


4. aigf^Rnr/ftfti^R/ 1 ftfftftn ft wi ft fti 

ift in arg*ri 

5. TftTM ftftftr 3 

PthRiRsh 3ngyfft<t> mm '31 rro wn mft i 

1. gn wi ftnf) Hiftfftm i 

2. wftftt n 8i wn«h»ft ftm i 3 

3 . yftViviwi ifftrr 4 

4. iftr ftftR 1 

5. 1 

6. arfftftnr 2 

7. wn afmttr ftn Mot? 2 

8 . R'ftlfftwft HIHlfftH HlftliTlI 2 

(3) W fftfft'WT fft^RfftRFT 
34*^n^<i 4el4i iiifl 

gftft/flmrft ft) ftrsn: 2/48 


1. ftftrrc i 

2. ftST 1 



3. -aiwriTF 2 

4. i 2 ftfftftr ft ft d)*i 

ift*3 Xf-Mi'ti* nft m aigRi 

5. ftfftftn 6 

(rifaftsfl arrgiffti) mtr ww wn ■onft :— 

1. 1W TTtfftdft) 1 

2. HTWftWT 1 

3. 1Tlft)ft) 1 

4. yqV r vrre n iftir i 

5. iftftftbR 1 

6. 1 

7 . arfftftm i 

8. mTfftTTlftTft 1 

( 4 ) ywr-nTFr-fir^H fft^m 

gfftft/iftmft ft) nmT 3/96 
3lftf)fnTWFTFft 

1. i)ft«I 1 

2. ft5T 2 

3. Tn«TTW 3 

4. aigftinin/ftftFjw 3 ft nn 

erR^i nft m arg'n 

s, uftro \ [ftp'll 9 


3 'ftfftftnftnirft ifti 
Tf TT 3TgTl 
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PiHfMRa'n wf> 'tx.iMi 'JilU, :— 


1. RTRftRft y 81*11 3 

2. H^VlSfllWI 4 

3 . Rfart 1 

4. aR^fafW-'aRRR 1 

s. 3TPr#ar 2 

(5) atfVaiT 1 ! f*MM fiWHI 

^flHf/pTRTTf R>t OTI : 2/48 

Win. 

1. ylYnH i 

2. ^fhw 1 

3. iJTwim; i 

4. 'ST^(^|Ctrt)/<.RrH^K/ c <n.' 1 d Y.Pil'i^ 2 


^ 41*1 ^4 R1T 

5, | mPi 0 iS YP^A-t; 6 

RiHRiRafl STPJRpPE ISP?? °tHiHi 'JiiM, :— 

1. TRFfaft 1 

2 . m^I'iviiwi mRm< 1 

3. iStTRifaT ' 1 

4. 3TT^jfaf*r^-i^ 1 

s. srfH^nsf PmPw i 

( 6 ) <*>'*f-*?mi-4><J R??(H f^l'TnT 

<ip| jf / ftwg R?t iai : 1/16 

3l0n^Trl fdlRi 'IRifl 

1. sirtvER 1 

2 . fare i 

3. nRRNRr 

4. 3T^ft|tfl°6/<f^l65jK/ ll lR i: d YfiiA'e* 1 

a^vp, 


5. ttif'IVJ YPnA-d 3 

3H^«i'PW Wf!SWR RRRTI ^ :— 

1. rr^M wwetRPifam i 

2. yRl'UIIIWI mRm< 1 

3. TfaR^R 1 

4. sn uifaftw -sRiR? i 

5. 3rfR#sr %foRi 1 

6. ‘Jt0( u lf^Rl <iri 41^194 1 

7. RFl^W4,w<fi' 1 

(7) far-fiqiHf*nmT 

Rit <h<shi : 1/16 

3i4Rh 4 <-Sl4> 'I'+iPl 

i. sHYvhi 1 


2. fa* | 

3. yiWJR«fi J 1 

4. 3T;jffaR/fa*£l*/«(ffa Yffas* 1 

* l far4^%VR 
■tf fa fa ra 
arg'Td 


5. °hPi®d YRhAt; 

3 

Pl**lR^Ran -3Hl^ r lT‘l ! 4i RIPR 4||U : — 


1 

2 . y^frnwn mIW 

1 

3. «n^ftiffa-fa*?T 

1 

4, *faR?W* 

1 

5. sfafar ftiffa 

1 

6. 

1 

(8) TJTjfrT RMH 3fa Tfafa Rmm ffaJTR 

< JPfif/ft , WI<f fa *RWT : 

2/48 

3RfafH «!*+> Rfat 


1. Tt^-KR 

1 

2. fa* 

1 

3. RTUllMSh 

2 

4. faffa* 

2 




"^t 4)l R*f RiT 


3T3RR 

S, "tipi'w YPnA**: 

6 

Pl^nhUdd TcTV 

i. Ji'H<j4 f^r«wei fafafa 

1 

fanttRiH«h/'HgiRR? hHm* 


2 . '5r^jfn fa* ffaj r^rt 17 ! fafafa fa 

1 

RRRiw/RiiTRRf fa?*R 


3. RIHlPfa RilfaRlf 

2 

4. RRfafa R^TRRi/RRfafijrR'l 

2 

5. 9'falVirHl Hfl«H 

2 

6. «n$fafa 

1 

7. fafafa 

1 

8. faftfaR* 

1 

(9) 


WfcfijfiT H4>0 


1, fa?*R 

1 

2. fa* 

1 

3, ■yT^RTW 

1 

4. afafaTRvRffa^R 

2 

5. fafalffa W-tiifa4 

8 

6. 

4 

7. 3*Tfafafa> 

1 

8, fa*Rfa* 

1 

9. fafafat faffa 

1 
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(10) faRMUl-HufifcHIl ffalFT ( ) 


1. fafaw 1 1 

2. fan j 

3. 3I®TO! 1 

4. i 

s. fafftfatffa i 

6. farfafafa flyfalfarn 2 

(Htfafl BM^R fa ffaO 

7. iniiwwif i 

8. anfafafai 1 

9. faft fatal 1 

io. arfafaa-ffafar i 


(ii) 

3rtfi(R! fzmi ^rof) 

1. wfatu 1 ^ 

2. fa* } 

3. TIKtTTO 2 

4. 3i \R>|At: 3 

P i ^f^Han rerer TOnffar ifhi ’nfai :— 

T. fl'P-flfa wiwppfcw 8 

2. air^ffafav-faMF i 

3. fafafas ffafa 1 

4. fat* fata* 1 

( 12 ) 


1. faffa*/ l n 

2 . fan: | 

3 . u^rm i 

4. fafafanfae 2 

5. ^ifafy^l'l'O fafafas 1 

ffalFT fafafafa PtHHi TRI : — 

1. ■‘Wfajfafamv 2 

2. oMffRUPw pMlfarnop 2 

3. W(ifaffa**W 1 

4. litfaffap fafk fafalffap (wilRdHi 2 

5. «pi4<di(?ii ’•mfalf) 6 

6. O'WWT M'flftwfl 1 

7. faPWffl-«i*iifoi«n ’htafifa 1 

8. ^nT-VTOR^y "TO 1 

9. WlfaHI 1 

10. ^-‘3=1^ wfalrf (RHaiRW*!)/ 4 

11. sn^ffataft 1 

12. fafafastfafaF 1 

13. fat* fata* 1 

14. faft sp4«H-0 4 


(13) ^Tffaffat**rffanm 


1. litfa*?*/ ) 1 

2 . far j 

3. m^ITW 1 

4. 3T3ffaTW7ffa^R 1 

5. (i'fl TTOtatffaR 4 

6 . fat* fata*-n-faftaF i 


fi'A(uH : *H?T 3*yTOT 3 ii<j[ 4^11-1 ’Stilfar"’PI 

t, ’fa % aiwirfaf fa fafa a*igffan ffanffaf fat 

il’fl ffaffa***! 4 ffatl HUH ’PI') fa ffa( fa HIT TT’ffa 
^ far ’Pifair 4" 3*1”^ ww fat srnTPTOTtT 

faf tl 

(*r) wgfafatfarrfafaffa[fafanrmro 
i. fafafa fafafaa arpim 
argvFT^f ffa=dfafai *Bn* fan "TOrffa :— 


1. faffaw fafafaff fafafa 1 

2. fatofa ta ^ 1 

3. fatftta ffaPw 4 

4. fafafa* faftop 6 

5. HHffd 2 

6. w*r*ft 2 

7. STT^ffafat-fa^P 1 

2. fafafaT*7i3* 

PtHfaft STC) * B 1 T fa l Tfafa : — 

1. faffamr fafafa i 

2 . '4'j fatal* 2 

3. TOT^fafaRT ynd fa ftlR 1 

wrtftm 

4. ^falfat 2 

3. fa-4ly 3+rt<»iun<4 

^«l c PI<!1 t l fa" ffafafafan WlHi fall ’Ilft'I : — 

1. q-lfaspifa ffaft’Tnm i 

3**HWI3T«W 

2. ^Wl’PIWy WTO 1 

3. H^tayrc i 

4. 1 

5. ^«l«PIM*t HIM 4 

6. ^Klft 2 

7. W*T*ft 2 

4. fafay faldluifaiti fa Hjffar 

1 . fatfaiFP* i 

2. WIW, fafaWT* 1 3tfaF 

3. ■Slfa’WHFTW 1 

4 . tjoy^Ky irofafS!i*H i 

5. fat* fafa-TH-ffafat 1 

6. fatal* 1 

5. 

i. irnfafafafa i (3fyrwfafafa) 





[414111—14^4] 
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2. 744=4444 


3 . 74344 


WT*W 72I4V; 

1. ®it^tPw : 

2 . ^rrajer suite*: 

3. STST-^n 7444 7J4#fteH 

sft* 4»RT4il1 : 


i (uquraif/ 
^1 h "BKt 
^R lfl 

fWTT«W) 
«h[#>i 41*41431 
■erf 

aiwtilftl* 
3TT»TR ■qr S-6 
STfteff^T ftW3T 

1 

1 


6. firm*! 


1. 

2 . 

3. G4## tiprw 

4. n4# R i 44 

5. 41^ #374 

6. Wff 

1. 4##34 

2 . 

3. 

1. ylf. frvteri 

2. w^irw 

3. T13#ftm 

4. Jl4)'l?IIW Mf#7 

5. 7#7 3te7 

6. stRt#!! f##^ 


7. tgu4-W 


s, <c»fl if* 


1 

4 

8 

8 

8 

4 

2 

12 

12 

1 

1 

6 

6 

6 

2 


9. Siimfl ( 3 «muw ) 

ftP7T4 *¥ Pl* 3 Tft l lRBW OT #44 =3lfti7 :— 

1. HW1 faRbWI srftef# 4 

2. 7T3-fte ##7?f ^ 3# 34T3rmFJ7TT7 

3R?t % f#J 3U<RvR fate* 

3. 7^37 31131 6 

4. 43i , Kfl-3- < K1 e l) 2 

5. qi^ #4 6 

6. if#! #7 ''TO-Rjfawi t&f; 6 

7 . -sTTqi^T flreiff % f #4 3413743313747 

10. ^Tt 0<1 qil4vHcH 

i. snf#3i-# anN' ##444 # i 


2. ‘iR'd ti'tiflR'iqi 


3. Tipi'S <13>-f)f#H 

4. 

5. #51* 

6. ##7 


4 (##34, 

%T, 

s^tRto, 

tetelteH) 

2 

1 

1 

4 


ii. W3Wdm-m 

i. hW*i «i> 4) : ■=rflf T T RinlWtara fter## %3437417 

##4 Wifi 44 <?v «1 3i<l4l 4iHI :~ 

(wf?) (3Twim»rmr^T) 

74 T 4 : 1. 4 ftf 4 sitf #34 - i C^RR iso fan# # 

f#0 

2. in ■ ;: rf% T T snfatw - i 

3. ’iff) 1 ! 3T<ffQnT - 2 

( ySlRlR^fl 50 Rl7fl<l % Rr)(J 1734 sfR tl§l4qi 


4ffm si^-ftw) 




7^431474 


ffTMFT <3rftw/ffln *!-*’ 





qifa-fafami 

1:3 

1:25 

■SI#4fr 41# 3-4 Tjrf 

3# 



%f#^l 

?n?4 fafa>wii 

1:3 

1:25 

„ -T4#- 

3# 




fa3#4 3# 

1:3 

1:25 


7#7fa 

1:3 

1:25 

„ - 1 ^'- 

fasn 3 fsj 




injRr 3# 

1:3 

1:25 

„ --mrt- 


( ■101'Jllfl 




nfte) 



nnteitei 

1:1 

1 4#35 

1 fWfl4 


(24 te) 

■91# 


TTC4 ft 7 ! i<sR<fl 

1:1 

1 4#34 

3-4 % 1#7 flRev 


(24 te) 

41# 

wpiqqi ##1 54#BrT45 

fa#4 3##4, 

1:1 

1 yr'H 

4-5 ^Jp# % 1#f 1 

q> u [-itRl-qid 

(24 te) 

T n^ff 

Pm#4 ftRST/ 

sufa 



-iRT'i 34^)41^1 

34 FmR^I^I fate* 

24 te 

1 4# 37 

auyf vn 

yrte ^3*4 

■41# 



^ ftl^ 3 



T^T 

2-3 T£T. 

1 4# 31 

1 ■RwtRt-'Rrw 

3ii4lfl '*jfte i^. RtVnO 

■41# 

47^1441 ^rR'i 34^41 °f> 


# TROT 


34T4T41 Sicqipfl BTTRj % 


3TT4J7 47 


f#^ 


*ifJ(l j i 7t# fcrom-nmifarai 7ta<pjT % 34W73T 
( 31 ) 44 J snqteH fate* y#3i 13 ilfa# #f#7 i 7444=# 
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(is) 

(U) TO*T falfapHl 
(■* 1 ) w faffawn 
(fa) nftim 
(n) 4IW ( *1161 O'l) 
(15) aifafafa 
0*0 ^ 

("51) ifM-'TOT-ifKS 
(131) fal 
(Z) ifa 


1. 


2 . 


86 ^iPinf % fan i ismmf 
Tfa)i+>' 120 iiPifa % fan 1 mmmf 
yf^!6 140 itPifa fa fan i iznnif 

yfatifc 35 itPifa fa fan i ws mf . 
Sfa)4>' 85 Offal) % fan 1 OTfilli 
3rmn2oitffaiffafani ismmf 

mfajFT 120 OPlfa % fan 1 ISmmf 
Ulfafi 120 OPl^l % fan 1 -*r«il'+) 

Hlfap 86 Cl Pint fa fan 1 tSm mf 
w6*W 100 ClPi*Cl fa fan 1 wft mf 
mft imm ami fairiu faft ffamif fa «n«ifa<h % 
amm m ism irqnpwf innn fat amryimm % i 

'^i ^ i n i (-i fa 3mm afii fa ufa ^fat fan fa 3mm m anrnmi- 
iif) 3ii«i v«nrni'i3ff fa ffanurfa imfa t mi fafa 
if nwiftm fa aiffcm Fif afaftiu fam i 
wm afti Trffa fansf if faff fasfaa % fan faffaff fa 
nfafaw fa fan ffafan win fan arra^m % i 

3. 4 fat fat 2 afar?, nm ifa fa 30 arffat T-J^fa aftl 12 •3TT B Pffa*T a R' 

^j^at/24 ffait mi afan ffanfa fa c tiH ,, i 30% ijnst ffafa mr 

Tjsmr 1 1 T^fa arnnu "un fa fair uni t ffa ffafa fa wf 
ffaUFT m 25% ism fa-affa:, armfam ^?fa ^ fam $ 1 
mf n^mf fa 24offai wfimfaf infafaaiinnwfafafan 
faun 365 ffat, 24fa^3lfafa?rfafatfaP a RT3Tfatffal mf^T 

m faUt TP ifo wf nrfa fa fan i V nfa fat arrow % yfafan 

30 % -^t fcmf fat ammrm 11 

2.3u?nffan ; ffafan y«nKfa Cl Pi fa fat fa^nPm arnmm 
an?rc ffafar irfar fat fafa fa ufa ffam? anmnfaf fa arfap amnfam 
fat faun arffamf 11 

3. UimfffaP* : anwm fa ffan ■n«n- 3 Tfaftm i 

4. TjfatU nfa fafat oFlIfa^i : STRUCT fa fan P*n- 

fa%l 

iwi (ipfaur fan sTprmfaf fa ffaffan ffamfa fa fan) 
ffaimft : 

fa amufnmm uni ftmrftfa fawrfa fa fan afaftm 
swmf fa fafan fa ffayn-ffafarif fa fa ifafat i nn famrft#' fat 
imjfa ijfa n nnn imn afa ffaffa=i ffanrif fa nsru fat amfa 
ffa»mti fa irT«m Tiw imifa fa fan arfa fai[m fatr aig^m nn 
nfan imm fam i 

«r. far-^fatffan^n [fa ’him 


1. nrfaT T5RT fa?R ffaHTR 

(■^i) n€m afar : 

farfa falti nfat fafa, ^ftffa, fanwft 
arpnfaii, sitzmrfa fam, i^rr; afli nimnran ammfan, 
ifaR ammftfa, ifai fan, ammmfjmgim fafa-'^mf nffa nflfafa 
aftl"sit ar^Rlfaft nffen irfanTniTfn ®fa af(i afafapifafatifat afa 


yfa'iyiwi fa fan mt nmm aifaw^m nfat mu fan afa 
ffajfat 3fafanm fair arfa arFTfirMTjim : 


mg Turnm so nfafaf fa fan 

aifafan imu 

rnfani fafn airnu ifafan iiffa mfat fam 

6*1"« 2' x 3' 

10 

hi 4^i zN swm 

■FTT^ 

2 

f^1 iT7fa 

2 

^fan <hi<1 

2 

*t>IM 3 ftT ^T 7 ! T T^Z-' 3 Tfft 

1 


30 

■nfapsu^ffar 

3 

fa ifR 8 nm ni ufa fat enqpu nffar 

Vi 

nn ' , ,J?*t; | 5R 3 ?*mT , 3 nydM fafifauu UHWt 

1 

10 mfa fa Tisfa fa fan fafa fa Wfl ■'UPIT 
ifi^ifaz ’*81 fa J£K ,J I ?' 4 > 

ijn afal ffa^fafa ■fafa w4 fa fan fan 5 

■jfafaui (i^fanfat) 

3 

fatfamf ffafanft ntfam nffar 

2+2 

OlT41 

2 

■'iii, Hi-sc'l, Cluj'S 

atmwmn^m 

ffa^fann aH'tii’'! 

anrnfmnmjnK 

nifli'M'i ffa’^m fa fan (nR n^ isai ) ^* 1 ^ 

1 

mfai-imn ffa^fann aiEmm fa fan fan ^nufa 
fat unfa 

( 43 ) fa?R % fan fan 3ftr mremiT 

ijwnfaT, 

30 

fafa^ ijwnfaf 

5 


2 

ET^fafal, Krt'Ji, *J?n 'fafa 

1 

«n?at (iooo) fa fan fa fate 

6 

FPjjiidl 

1 

farffa ami:T«nffa 

1 

iftffasi ai*it fai *mie <+i<’t fa fan tsTd fa<i 

2 

fa fan a"4 mn ct>q< ' ) 

1 

200 mu mim nfat afa i/io nfa^t 

1 

fafaw i[ 5 n 

6 fafat 3 FfnT iKrfl a|tl 1/5 yl*i ufaft ^ifam 
Jill 

2 

nftt ifa fan wmn nfat angn-ur^T ffai-fatfai 2 

TO1 fat 
"51 tw® 'tfalM 

4 

7 inf fat afan fafamr 

2 





[Mm III—■SPTS4] 


MTOT TT3RR : 


17 


*th wro 


so favff % fan 
3?^fannmT 


7TftT-T«RT 
fafajiKT 4i«biw 
afa*? (arcfaqw) fa 

fafafa 

faf % fan nro-Rfa 7 ? faRt 
ffanf*M wi faffa, wn, wsk % ftrq; 

RF^JcR 

(2 ) nrfafarm I^Jih famn 


3 

10 

armTwnjgR 

anwwingRR 

1 


(fa) fa# afa fat wimfafa wfafat gfaf, famm 
arnmiffa, aiwpm far, w*r afa -jrtwr ^ ■far* 
wrmiffa, far? awmiO, faR-»psj »wm(l, arym(t fan 
sml’iviiiMi fa afa fafl'UH wnfan ®i$faTTi'n (arffa-ifl: 
qiRlfl) qffcrt M'il'IlW'ti Iflfa fthMI fciR afaqi+ta 

% fan 'V, wfarm fas, 

3 ?fa, Rrgqft^nw jfa, fa w? wi a?-tu rf fa , 

fat anfaMRl, fat RfRT, fafal fa? fa fat W¥, 
afa warn fa, ^n •JTjm, ffafa % fan wr , fafnn 
% fan nfaw %, fa? fa ??ffai nmpt ■yw fa 7 ? 

fai-36 fa + 6 afafapT I 


wfa? ?fa? 1 R I at^Hi % fay, 2 afa 4 qi(r>i ffaWfft % 
fan f’F’T Rlfa^r 'ipii—I 
n*U4uft: 1. WRufawffal WT-3PW 

*ft -3TPW nOTT ^TT Win % I 


2. ffa? fafa ^jffa ffa? fal % WI T R S$<t£lPw 
■an#w, ffai*ff ii?M n?i m-mI'I Pti^i w wtioi $ i 
fa 17 ! 3> u s<rfl aTRRlffa fa aiiq^H'ticii # ^aqiKi hi4I '^H 
<H°t>OI ^ | £i(fa«<^'w fa yinftshni fa ^sn wqfa % I 
ww-arw, 100 /fa? 4 

(H^Pm fafa), wr-awrr, loo/fa? 4 

5 ^<h 5 >^h, n^ «faf«tfa ^ nfa^ 

faRl 'faci amft^Rl afa HR^n 

MHfa-W fafa?f fa ■RIM, faiRe $Hq, 7lfal-7IT? 

(fafatn^ fay^fl) quMHluiMi fair 
anfn 

(tsr) hhmi 4 I qfl?fmT-ijRRr 

TfRR ^frtRjfP'^WI Ttftmr trrr 
MR M“r?T ■RMR-aT^mT qi*WFft 

arrfe 
arnRim 



armim n.=tn-i< 


3 


aii^-iiii amf % %q; rtm 6 

an?4)^is am fRwrRHf % %T7 6 


*it<j *VfH 50 3T^?it % ftm 

rt{Ri, afR 

1 

( mc^I^ % ftr^) 


■^tRi ifap 

10 

'3^tr (fth-1 ^ii^K) 

10 

*jr=i 44 «ti< u i vm qnft 

1 

eilPffti'I TTOI, «?R ^ wif % 

1 

iiwi4w 

1 

^iiH^i’i yfitiHi % Rrn^ ‘ftrfiE^r 


fatPtqi apfn arr 

TTWWJRR 

( R) RTW 7WT 3RR R^S(Pn-y «ft»l : 


far Pihwh 

20+4 

RmWi 

2 

^ 4 Rri ffa?N 

2 

3RR«1T 

1 

1 R1. aw. % fan M<R RRn! RT 


(Tfar IR^sf %"wm) 

10 

qRtiiil qiai^Oq ffaq n^/’fa- 4t. 984 41 n^ ~it 

4 

ifRnfaifamrft, ar«mr^#n (TWf t#w) 

20 


20 

TJRlWIwft 

6 


6 

^RRwW, RtoRt R5-wp>f htjs Rffa 

2 

RfaRnrn 

1 


1 

Tqwmrft, RmfR ,, T 

4 

fa? fafam 7 ? wfap Ptotmt 

1 

far t^irwRi 'h« fajRfafRp 

1 

fa? fafaw-^pnfan 602 , 0 — 2 , N— 2 % fan 

1 

s'khR? far—■'j’f 

4 


1 

nfaRuwfafa? 

4 

fatffawr rhIhVi 

10 

nwnra 

10 

a?n ,, iRfR? 

1 

P?r«hM wm % fan sMfrw 

1 

■3513 n*JW 

5. 

^falFT? 

6 

n^Rfa? 

2 

WWW 

1 


1 

4ii4ynv(I fa 

2 

Hl*4fa 

1 

faRfa?, '*n£ Rffa 

2 

Rfa 3??W twfa n®ffa fa! 

1 

fafarafa 

1 
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PPJ TOT TOP so 


pjtowMIptoto i 

TOW $T %!(TOffp (^fTOTTOFfr) 1 

32—io, ooo 3f 4fp (frz) 

i 

TOtf-TOPT-TOTOivfl i 

fqpTORTOT&fasro 2 

TOP dl011 1 

Ten TOro 4 

(p)towtw 

fTOlJlTOUITO, 3 TOTO, PTTPTO PP»f PffR pnj4 1 

froftnlw, rtoto 3pto, pcipto prof pf^n 4 

3T[%fpR1, 7TO Trf^ ^ipitifleT 3flft % PIP 1 

Twiprot, wtef—i 
TO. TP- PtHe t4%TO 1 

t.TFntp;, 9-10 pp ^ i 

5WT pfra TOroinH fp$in 4 

n# pfra tottot tsustoto#? fTOfcsi; i 

S'V+jir-w eroiiqro i 

4(1 Oiiqw-i 3TPTO, 3ifqRq^ TTTTI TfWt tiff’d 1 

tJTjj T^f[T{ -Eqtl 1 

pr3to pHrom^in 2 

TOTPlpf 7HWR 1 

pprptei, gw, H i ffi i wuy g m i htor toptwtttpk 

(3) 4tPTTOn2P f^TOTP 

Tfptjrr aq^roft 2 

tppp PTO top, 8—12 Rjisl qicf cmtoi wftd 4 


atfelPeW 
RTn fqfqTOT h<i 51 
TJ7TO suf ejyp 
■pn^w 
PTTOf fRPTO 
Tpr 

fpRiq-- TORPR -4fi top 
ppfnp 

TPitpp ?3rfa-jTO ppfrw<; TO top 

^PPRT 33fTOT 
^^^pftrowTO 
fpqfa P*? 
twtptpI 
bffnfter 
jtotoi ■y^-.HMHrft 

PWPld T 0-250.PL 

ppfprJt o—iio. 3. 
^Ffefwr# 
wiptp 
pfffc 4w 


2 

4 

1 

1 

2 

25 

2 

2 

2 

2 

2 

1 

3 

2 

1 

2 

2 

1 

2 

25 


q«[ TOT TOh 


50 p3?it ^T ffTI 

apfftra pm 


wf ^aff 3wr 2 

'TO 3i|tiq-1 PTOTO ( Vlflq) 2 

■'jof TOW TOPPP TOP 2 

qsi 4 

i'«ff^i2T 35fHT 4 

amfroa p^fff^ro 12 jrto % ferr 4 

TO ijp. prft 2 

PTOPtTORTO 2 

T^Wd?ff 4 

wrt'ipf (^ ’off.) #p i 

TOW TOf^P 3m ^RsM Plf 3f3 q>l4p]'Hl 3l 

ftiT sffron: i 3e 

pfaro Pfeti'f "«i 10 

vfi fS V ff ( anzfft^gP ) fafpTO .33TTOR 331 TOT 10 

J^ofjtTOfffpP PTO TOFTO ’’fro i 1 10 31 % Rut 

TOW OTOjM % HT’J WTWft 4 

TOWlf 1 

f^sff 3TJRPTP Tjwrof 2 

PITOT RTORPIMl era TOTO-TOfftro TOW TO PTPFT 

fH?, TOror rpt TOHfroro ptotrtop 3tfttototojtot 

( 4) fq<JiRl Rtj(l*1 


(TO)WWW 

3f3 afrt TO^f TOlPfapf Pro, TOTpfapf <fpf, PRTFFTPf 
3TOH|Rto, phtTOT3p, T^TOy^PeTOTOP%fTO(3TOTOftTO, 
TefTO 3TOPRf, PTOT TOy fro, TOte 4w3 pfr PPT- l^K TO 
pip toto 3 i TOPste pfnr apWvTTOi top afk 3rfpro3TO pfrof % 
fRro fro, TTO, ^P 3fft ?4fP?TO TOTT^, 33RtTO4 TOP TOfd 

3TO7TOTOTFJPR I 

(35) fTOTOTTTOPTO toR3flTRtTOH VfOl ITOTOfTOiTOT3TJTOTTO 


■?f3 3t froi tot ifrm p3fp ■ i 

pftpRff pi^roretp 2 

tot 4T-cwiHi whs Tm^"s<. 4t Apr tiftn 

ffwiron pi^toi3p 1 

iffe p^ep 2 

fti^TP 3rfpt3t4 % f <40 tto wj (50 fkiif 4T'4rd) 2 

a 3afpro 3R1: Pirn TOP (PTTOTOI) 2 

1(1' T^f^TO frofp 3TTO- P4TTO TOP 2 

i (t\ '-ife frtel TOli4?. TOTOrlPI p pf 
TOIdlTO-fot 2 

TOpfpn TOP fPP 1 

TJITO TOP 57 fsul 3feT2 1 

^r-KliafiK ^T P T 1 

ppfp ^4fP5TO tldlPTOPH 1 

1000 P4RTO 4t fTOR TOfP^d 3TTP7PTORT3PR 

4''s pi{ 1 i 


1281 01/99— 2H 
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so 

artf%r?i rhi 




50 % %TT. 

sr^ftiKi Rreri 


■yiR ■'rftw 

T*ran#ra Tnfnrer, 34*i*r 

firwrrprm, 

%T 3Tf»lt^R % 'fWJ. 3^*4^^- 
iii 3Tf^t^H % -f^rq: 
g^nThh an 

a*a w s ^ f qyii (^M) ^aUvH 
OWiaRai TJRrTT ’RTcTt llftlt 

iwRftwrfrtM Tsrar, w 
ffeto ur^, aro*n 3% Rnfaa 

% ffTH 4W fa^TBPT 
^prorff % ftm; qn^ik to™ 

%5f ura 
amnfa^R 
iwira 'HTat 
TqWTFTt^ 

Tt t il‘l^luni ■‘-TOnil 9 ^sfl 43 hm 

y*i>wrtfi 

wnifcT?( 'OTRRnt 

am-iton % ft=nj far 

3 Tfw •&$ airft, an 

f^rarW % %<i ioo wrsf % Rarsa-mm 

RTTO ^aa % f^T 
W ’Ifapft •RftRT tRpfr 


TTgRT-t t pfaa^R aw 
atift ^nsns 

ijafl 

15TTft*T ^*rc-T$ ■HTFff 3TTOR 
aaTftq ftr^j srrein 

aforsift-nfon ijjf 
■W3RT-HT fa¥^M«h' 

1/5 T3a '4 <;Tm ata 

'TOtrpft^wt 
RT iftan 

Tjwrof, W, iTTRypi 
991 "R™ 

4h< "r™ Rnaia 

a^ft«n-#fa?ir 

2X2 TR#E tf l jlqgl 

fa a a a a 

IW4H yt»l*iT 
wui?aa an 

anf^pz % %?; aitosa awra a*n ri 
RpjfaiH TWRT 


% Rim, giA V'H <?I* j h> 
ztf'TOni trrr anft: 

7?T<RT7 '^[Pi'+i ail4 % R’ly, RTRT^R a*41 *H|B(: 

srf'K'fltfi ttiiHi 3rf^st)"tr^ 

(R) ok^fir^c^R TPTl MVIlMI 

#4 ^1 7%a % RT*1 TJSf'TOff 3^1 
4tf4a aftr nnt i^h^IT 'M 4 % r^iy. 

4l<id pTVly JjaTO 25 4ft Ttt 
■qw 7Z ^t3R s # at 

3fl4 3RT%f^r % RI»f- 

#ra-%i r-iq> ^rit ^ ^ inf<m sn^n 

<xT< 4T ^jiif4 c ti %i4t % f/iif 3^h; vjf> fMRiRafl’ 

■aw altr f*T^f V ttw Rrfl 


®iFTPraflFj*irc 
1 ^ 
i 


3TRRi^a ifta ®ftr f^FjWrpr 

io -& ^1 ^ 2 iM 30 

Wlg g Y % ftni 

91^11 3ftT 3Tf^ H1VT 

^Rrra-^r (^ir-ir^-a) 

^ mi ■si'lT Rthm 3Trf<; 
tTR 71 ! % Rrin fosl ci 
aiviif^a drn.f^a 

^ar ^ c i^ti'i ai 141*1 
'{Fftww T^r ai jij «f«fi 

ioo Rl ^iooo #rt wurn f¥a™ uram 
% arerifan 

ftrfipa 3 twr ^ f¥R, ami%n -fe ; 

*ftwi ^ 

f4'^^H r < l *h «itnci 4 3?fR 

arfWfe 

U?n-(i) Wtnw 

(2) ^RiRif Rfra TRiRa 3?n 
(5) 1JW>fV(4 fe^H f^RFT 
9 l ’t < 4^dl 5^r4j ! 4iia ( *151) 

37. feftfftete 
affz'TOta 

3T”IRT3 filWjtiHUh 
-3in|w4 f^i4siiH 0 ti 

iftRT 

5 ^IT ; 

M^*n u fi swai^i{) 

50 RWt 

^-fttraia w ^ tjjsI, fropnf stift 


aiiawni^K 

12 


yc4*t) % 6 


■JTFTOI'WTPfRTT 
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^>1 'IIM 


50 % Riy, 

^T^fSrRT '*TDTT 


#*r »q«iv4T 

\firsuter 

■qwmfF 4* T5r*s 

Maftfcg 2MM$VpK4 
-34rarf*FI'3W TEF^T 

^ mra 'narei 

f*TOT«ff ^ iFW faqwH Trfct 

SifRi'fltyF % firi>4. (Rfuft^r) 

arf4WT?*fr 

TH'HI’srFEI rf*H 


4F.aiF.irfF. W^C 1 

^ETR OT| •iFtr 1 

HIl^’M-ft (*jrfF) #TO 1 

<Ri appr^TR y^'Odiwi 

(4F.'rfF.TTR. I^i.) 1 

4,1 1 

fad^ft siF^i i 

ura *iT«t (#ot ^jnn^) 37. 3. i 

UW 4f«T 56. 3. 1 

^n#3i (-20°^f.) i 

nRi«l 4F3T, ffe'H'Fw afti 4farc 1 

Ffe44F 2 

uqmufl *m WFd T ( q'fi^o ) 10 

Pi4d, W {F4/H, nfpufiT, •6tPl l5 t>6l fHf^T 3TFT?^FRITJEK 

^il'tiK HiF 4;£l FVi) aiF4s*>H4> V Cl3i|R; 

j mw«N< 

^<1ltu| % 'ftni HWlfl 

iFi^ wwjwi i 

3rfM»4«h «il«n<rf wim. ^ifitTt 

2000'4I'4F 12 

1000 24 

500 4F 4F 24 

250#-# 12 

ioo4F4F 60 

50#-ffF 60 

OH'S sffl !fl mFF 

150 144F x 18 1% fa a Tfn?r 

100 f*T 4F X 12 ft ft' 8 

7s f*r4F x 12 FV'fa 8ifm 

(6) ^tianpTfaVFT 

<^r*ihif*Fl 4^, w)41 afir <(41, Nii*i[ci t i ^Whi, ^tutt^pt, aid 'ftai, 


'WTEI 50 Tf^Tfl % fcFI 

^T^ffeTTT ^TT^n 

di^nf, ^itF— Ft^i^ ^<1^4 3nf^ 

«hH*iFi Trf^r 3 t4)' , i?iiwi ^ arf4»'4»h «Fl hY % Fir? t^, ^iftF, 

*\« f^S”t> “^9* TI*1T &ii"Aifn i®id I 

u4)<im* 'FFwprf^tm 

TFF1 -31 t t> t t)) 4f 4}?C1 R<HR 5f>l5*tlMI't) 3 

3TFRf TTTFTTR (SOO'EF'hF^) 3 

4t4F % STTF^H 3 

54^44 2 

ifiMVJ 2 

«lPH4i WI %U ai^faw 3TO 4 

PIW T U 1 4T i^TPT 3 

wF'i'fc *t>niiaiF % Riy, >, 4 4 '41 4 

5<?Fr*tsj."t> srfv^FuPT §4 4 

*i “hf^i=ncn T^IFIR 2 

^ arfmEa 2 

2 

WFOhW 3 

^b^Cli+H (F4fM"i M’+ll) 48 

4>\^0 H^fH, «^li4F'F 1 

■*4iPfftn ^ -qn-i?fF^ 2 

^rjT^«Fr 3ii?4l6F45 an+i '4fq 4frR ipp 67 1 


*jRn ^pfr 4m 11-291 * n;-265 
'^ifnNM ^tji?tt '» 4fqr ^-76 
4rsFm 1514 Rqiii<-4far nfF -75 
3 ft. fF<M4<-4f t n; 4F. 78 

rij wr-4FER 

(xp) vi fJispn I4n anft % mfh 

(13) ^ If*F g^FF 3-iifi; % RlH TT#T 

■sm4k ij i it*ti t^rpt ftrfr^F 31 m 

(irf^ f^uif 8 } 7 ^ % Rm y^l'iirH^ 

hmVriimi ifnfF ^ x#! 4 wr twitt t) 1 

* 4iI$hVji 4'> T4i4) 

4 *il ci 1/4 I4tFh4T eiF ^4 

* ^FfpsT^eFn its 3/4 'Tarn aFk is" pmr 

* HH41 vFFFtjd'l ^*4T Rufi'l 

* [4<Pi4i 

* ^tt %4t Vt 4ls*F 
% ftlR ET 1 “bHpcl 1 ! 

* T=pn ' ! jf43 tF 4 iwfii 4 simw 1 

wtFti F c nft i?FF 3 tt?4F^e sm % FcPi 

31WI 

Iwd Uir^aR JhliFnldl 
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TTiT 11*1 50 S#(rff % ftm 

nfafatr '*rnr 

fan 'Wft^ fafar-#, 120 
fawn il^uit 

fayi T3#)fa4fa1<H-fafaT W. 290 

fan: fa# % fapj ijfn 3 rtr-t2-130 

faflfaftl mTT faf*TC #-200 
fafanfa m# Vt-s 
#nfai #^ ij®ri 

#i# fal c'i 

fafafaft (10" X8" Xl") 

*T##nT (110 ft# Www%) 

3rr#far wot 

ijtFm# nwrirr 

farfaunn i®iM fas yf^<i-36 11 <n# 

Itii'n 3#)fa4#'i 

WW4 TpPIT fafafa 
ftfaftn’3Wmr 
nfaTtTRVji'K q'fahfl 
^frcfrii nfnr i 
ffasm f#ft< nfrrc #. si 
npw£w fafar nfar #. 5 nm #.ii 
£tH<i fan nfnr ii 2 o 
7#n faN fanfalRT 

<Mi t tti1'Jii ftltfai. £1# tlftl 20 *11^<t 

wUzwmmiiz (wfe* 

3TT#ftn lfan-ffaf(T J .1 
ni$?r# 12 ffai# m# 
f##I : 

Sti'tifatt, HinTm s)tn.T^'SI n fafa *FT$ T^T^fan 
nK, w-w, ft#F?n; ftlHWH, nRT-fa#- 
Tfte, WR-J^M Hlfa'JW #«R, #fa 

fa##, 13# #ns TP-TT WR 

(it) 'fam yyl J r?iMi: 

(s tfa (fa' i <jtn #f^i w'iitil ft *nn nfcfl 

fin ei^tti 

yqfa# nfasn 

#f##ftfa' 

sFrf#TTO tT s ’4T fftrfa# ##T 

faepr tr-h #nk 

71# 3TT3iTT % HTW PlMIR 
njm ftfa ini'll 
WS#i ^T (T-MI^Wl) 
f##J : 

W1, -afam, #fa#7*5, fttnn*1Tf'#ni:ftK 


^JTTiPT SO 3##% fan 

3#fft?T nm 

( V) fay# mini TMT ifalpJlftl iMT*< 


3TT#T *#m 

1 

a# m*ftt fayehtt fan-ww (7pnr) 

1 

5<^»bin!{4)ui , +> 

1 

##1 y«hWn#-#i<H ^-faFfan 

1 

(^.^ft. faf^iqei ^T) 

1 

n# i# ntimn *4 h14I<h 

i 

fa^T-fafafftT #%7T 

1 

#fa y»M¥m# 

1 

'JK^ "5rf®T-4 

12 

<*ici ^T-^ft^TT 

4 

f^r ■Bnfhfm 

36 

fau^IWU-sfam ifipr UTR 

30 

3TW3PT '•WWU’I W£V #fa ^-WRITT 2 #HT 

2 

3T#>fa5) smfanw 7#n "STf^r fa. 3000 

2 

faw# 3WK 7JW# faftPlsSM 7# H fail 


TT%^T 

4 

7JWT# fan 

4 


1 

anfanfan 

1 

ufafa #fe< irq.w.t 

1 

■m ing 3fam-i4" X14" X14" 

1 

5&fa;«S fa^?T-3TTRJR 14X14"14X” 

1 

fan# fllifl ifa ^7R R 0 ! 

2 

far fal.fa.O^ -airaTT 12"X8"X6" 

2 

wm# 

4 

31T#faT ITO faitl fafa# faf'fitl OTTTT 2 ■’fan 


y(i tfai 

2 

# p fa#fa 

4 

h<#mW 

1 

FlIMMR ffarffal UT?1 ^T 8 ! 37 ft# 

1 

(tk fan 

2 

5 ^ faj'ti fan vft 

2 

20 C'O’ii. q 6 ^\\<i{ mRi 


# 8mnT3Fifa (fawsfasm^n) 


ffafafatiTO-zra^jifa 14 st^t srnjfanni i#R# 


#fal ( “til^HlulTi fa yq'ti fa) 

20 

ffarar 

2 

nnfafafafafti: 

1 

fanuf s aftfafat 

1 

faftfa-iTtnntTfafa faftr 

1 

Mid qtiujfqU <JH c tT^ ,j i 

1 

°f> 1 * ^ far! ( oitq # -R ) 

3-4 

ffef^Kd pH 

1 

#rfan aieogsi ifttn 

1 

‘tiTti nfafan (ti^ni^ 6 ’yn) 




20 

20 

20 

5 

5 

20 

20 

20 

S 







11 


THE GAZETTE OF INDIA: EXTRAORDINARY 


[Part III —Sec. 4] 


^ SO TJteff % 

torfte Pm 

W 'RR 

so-gtoif %toi 
tofto pnn 


SO 

Rtot top ^nf-^Tpi 

4 

tefa HIWK 'tecW 

12 

31IJ(wdw (ftotoln) 3TO -aj^TO torn 


wrm 500 ** 200 ift pft 

’srcto 

(teft-mtot) 

i 

totto (12 •’*1) 

1 

i^p.T^T.aiTt toro-^s-iK torn 

i 

TrrqrqR % tor ifrm 

60 

irtsR 

15 

Mi to fern (yftto) 

60 

TpfWTff ffetot apjtolT 

2 

itol STKTCRWjnrc 

tew -sr^ 

2 

Nltf l +i-?'5M RIMI aiTRte) "ciTm 

30 

RtoftoPt Rfw ^ ft' TJ*fT 

3 

fiTTCR HVte-tltW 

1 

v4qcTl°nq qTqP y,qi ft ift 

2 

Tra-tew iwr-ft to 

1 to 

wwto 

3 


1 

TRrft to 

1 

ftetop d'wq,«i Tfr^t tetop. urt arftrqwftK 


4ifl4i ITCF'TO' hvF)h 

1 

fto^-ipteT 

1 

^ftor Vift6 

1 


2 


1 

.v... riX-__ XL _L_ 

TOTW ™ 

1 

to?? 

16 

TTR-tete % to( 'Piiftof, urpi 

2 

% T^R 

2 

Tra-'tosn % w tjtptt 

2 

ftlPlte 3RI: P41RR PtH 

1 


1 

■WITS' Rlfto $*TO 

1 

’•‘^R'ntCTs 

1 

3T7R pntorsiR 

2 

* T-te RR-M^Mti-^yiOWl PTf%7T 

1 

>qci <r1H ( i(qH! ) 

1 

* 'ifto 

1 

atiq^i ciqq 

• 1 

* tot w + 4 toft ftrfete 

1 

+ift<i ,50 r» ^fWT 

8 

* sjufri'afi VI«riM) 

1 


50 

* 7Pmn fte<to -qCT^ff 

1 

Q_ fa . A ■ >—- 

rel^IZH Ph4^Tht<P 

1 

* yfte fiT^n'F' 

1 

^ tor feftotf 

1 

* ^cni 

1 

^?T WI5-5 ift'JlifcH 

1 


1 

tofp ?fzx ^fftoi 

1 

* p artoftof 

1 

totopf^to 

1 

* prf?nfr?T Tjspr# 

1 

ton rhi4i uv i ftoz prfto 

2 

* TjW'tflq ftdn % ftrn qifte ^MV-w 

1 

lO.Tftdi 

1 

( 7 ) ^ ^ P*^! fifMMI 


7IR wft % %r toiw 

3iiqmfli3«K 

RTT-flV J H HSlTh-SIRM Zipi-RPTR 

2 

<^n°h «aH % (ci^ ^Im "5f>t^TT 

aURTfRWIRTT 

qiq-iiHi <jhm*k 

2 

toftftoR 7i p 4T iftfirftt %to ftoito urtor i 

■Wiqfto TJfH 

1 

'f i I^C1 |q ’{Z 


HC’I-SI <JC1I 

1 

w ^>i5ci 3un+iifi4f 


^ HTT TTTCrFT 'TTT ^TTft^T 

2 

% Rn^ 

31TRPTWJR1T 

/ +HH*) Ri^ ^+11*11- 

1 

( 8 ) PT^lftoi fSrf^WT ftWFI 


wlM te-toi 

2 

ton 

1 

RRpIRI %%to 

1 

ftfttor, toto 

1 

^ra-tete tro 

2 

fftwto to T 1 ? ftoft^r, 

1 

WI?«M TTR-tete 31Tft -JSHK P%T 

3 

hi^ to 


twf 

4 

Pl+rH^oft m.\> Perl'S 

1 

Rq to qiilecto ^ten aftWRite 


Tir^fto, tote 

2 

'Pkftm toft, teWR pftft 71*11 TTO, 


^ 15 ^1 +i) it 

2 

gte>! ^RiR'm «ri-5 Ptel, P.pt.r^ft-ti :ftq 


TTTjWte, 3ra{ p*qr ^r 

1 

*i\?w niqqi anf^ 

4 

-- 'iP _ ■ - \ 

WTR?^T^toT 

1 
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so 3rW % ftrc? 


so % im. 

riot 


iHTW’lK 

■qfe*% tnj • j r q'.rw 

TJPIT—200 TJTR 2 

3ST0 ROTO % 'pTT—2 %°TIT« 8TWI 1 

srqfcftr* i 

HKOtMO 4 

RTR33R ftpJjnfRR 4 

ORfan} %feRTCf ( Hlidii) 2 

9iO-*TN i ti 3^0 3 

trwtt^ 1 

ffitv if tet 9 ^ 3 ^ i 

firo-wr >fo-MV< (arrf 3?i 33K) i 

20 

f=r»nR 2 

'^to'^t(i-4to'?fl'o93Ro lir4 V 1 

arp^fRo 'MM 0<1 fPf-M 1 

OTHfa#* 1 

1 

i+^jvh 1 

ftrfrRft sM«k< i 


f^renWr % % %2 wfro o*it 

w ^ of afk w i\ oofa *jftrar *ft ft \ 
(35t) «tr4ini<tici f*mn 

«<f$vi R 3RR7T Pi^cn f^THFft % -h^-h+i^I oft 

Rwrnwoli wo iiNrc oft ornRft ^ ft* 5 * JUTOfmsif oft *oh "ft 
T#1 : — 

(1) 'Mi^ Pn^ft ^<ypt<i» ■iM«tn l u il % OT®3 'Hi'n 

^jfftrortt ort uoVt?ttw, "ooot ^wif? iff i 

(2 ) ft^ft ^m-N^WI O 'TPFO-faftvW! 3Trft I 

(3) fttftsW, TOWIITOO. TtOT3 WP|R«PF^iTc I 

irorfft Wft=T f^RF?f % f^Roffrforcr 

arftaiTR ¥ ' — 

(1) -^rO-r^f^TrMI f^MTO 


RKTOPM OW 


Ofe-RORI-O^ff 

(STOt^O) 


M 1 


anftft^ro RTrto 

Og “aftOSifft OffW 1 ! 3Jlf (Trot^o) 



1 

1 

auw^m^OK. 


ofot oitaaftft ofta^n ( 00 ^) 

TWr \jf)«wfft oftaro ^ Csto^o) 
*Rfo#oRt otto 

OMija 

■diM’fl oft® 3Tp£° TJr.-tfOifll 

oft#%Ofto 

3TOWP802ft 

3HTC# 

^ro oi f?TTT ■gt%ronir 

MiflP 

RiT^OT^Ttoioor '-’TOOWlt 

wwt 

00 oTfft-U-'VTTOT 300=1 
00 offel OPTRtM 

4Ti T3^f^P3 T3RT0TO 9jM t tn. ,j i 
OTsft SimftKteC 
00 ft fti'l % ftp.!, ‘3 t R0R 
TTR^^T 

RROowrf 

rttH 
mRi^Pi8<;(^ch 
fiTM R#T 
rfi arotoo 

3TrV^ MITOTMTO 
N;i/K^7^W 

fOROM SRmr RTT^ % ■fttR '-SMW3 ■ 
Hi$yilyti(*u 3TmrfRi 
RIRT %RTT 

tjqV i y i iM i 

■fo^o^fto TT^O 

^otn^offio ^ '^fRRT ^Rt H^fln 

W* ^ 'T^ ^ 

<1 J Fl "OTR i^url 

TETR 0 P 2I PflOH iIM'H'I SffMRJH % f^iy 
arf'RTRpfi' 


3R«r?WIT3RR 

'MTTTROOl'iRR 

IS 

1 

1 

1 

1 

1 

6 


1 

1 

1 

8 

1 

8 

8 

8 

1 

8 

8 

8 

1 

1 

3 

aiTOTTOOTJHR 

1 

1 

1 

1 

1 

5 


1 


1 


1 

'nr f rRnvriTTaR 


20 

20 

20 


5W|er?i|«hW3WH 
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SO 


50 ■ST^TTf % -fcpj 
' E rraT 


: ygrerreft •gtpi 
3 i ~k44I 

( 2 ) 

(’3i) ^H°''gf)<!rT OHWlI 

— 'iq^nid 

— 'fan 

— h<srtc<e 

W WT 
^TOT ild 

^TT^fWTf^hl 

— ffrPTC 

(~qr) 3H<wft^ vuum 
airtRftq pi fMa r 
^Hl l Wl'fl , I 

ajPHft'JP! 4far ( Mffrqr anwt) 

anjo^l'o ^ 

»u*kh gyro 
artgrr^: 

g^o^o (qdiwiij ?rfo) 

y^%«r 

HUHVWWl 
jpTT -lEWl 
friHm ^ , q<i t {<g ’nw 

UglifCTlWiI 

fyyii 
(’R) mm 
HR^farr *ivt1i 

— fal 

— 
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MEDICAL COUNCIL OF INDIA 
NOTIFICATION 

New Delhi, ihc 30th March. ! 

! No. MCI 35 (1) 98-MED-(l).— in exercise of the powers conferred by- 
section 33 of the Indian Medical Council Act, 1956 (102 of 
the Medical Council of India with the previous sanction of the 
Central Government,hereby makes the following regulations namely:- 

(i) Short title and commencement : (I ) These regulations 
may be called the "Minimum Requirements for 5 f i M.B.B.S 
Admissions Annually"Regulations, 199 g. 

Ui) They shall come into force on the date of their 
publication in the Official Gazette. 

1 • Q fe I e 0 t ,r y The objective of these regulations is to 

prescribe for a medical college and medical institution 
approved for fifty admissions of M.B.B.S, students annually 
the minimum requirements of accommodation in the college and 
its associated teaching hospitals, staff (teaching and 
technical both) and equipment in the colleqe departing-') f- s and 
hospitals. 


Every medical college and medical institution t CO 
M.B.B.S. admissions annully shall have the following 
departments, namely .* - 


(1) HUMAN ANATOMY; 

(2! HUMAN PHYSIOLOGY INCLUDING BIOPHYSICS- 

(3) BIOCHEMISTRY; 

(4) PATHOLOGY; (INCLUDING BLOOD BANK)* 

(5) MICROBIOLOGY; 

(6) PHARMACOLOGY; 

(7) FORENSIC MEDICINE INCLUDING TOXICOLOGY* 

(8) COMMUNITY MEDICINE; 

(9) MEDICINE; 

(10) PAEDIATRICS; 

(ID PSYCHIATRY; 

(15) DERMATOLOGY, VENEREALOGY AND LEPROSY* 

(13) TUBERCULOSIS AND RESPIRATORY DISEASES; 

(14) SURGERY INCLUDING PAEDIATRIC SURGERY-* 

(15) ORTHOPAEDICS; 

(16) RADIO-DIAGNOSIS; 

(17) RADIOTHERAPY; 

(18) OTO-RHINOLARYNGOLOGY; 

(19) OPHTHALMOLOGY; 

(20) OBSTETRICS AND GYNAECOLOGY; and 


Slde f . the above-said departments the Medical colleges an J 
nedical .institutions running Postgraduate degree/diploma r-su*yey 
I ® rious specialities may have other departments tc.- m®er 

*£$££» Si or ».i 


associated teachina h and medical institution and its 
annuallvw 9 ho *P ital * for SO M.B.B.S. admiePionr 
technical staff ha Y e the accom °dation, for teaching and 
i^fh sch d l T eq T en i f ° r each ^P^tmenf as ‘given 

these regulation*.' 111 ‘'"actively annexed with 


l.’NIUi'W 1A 
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Schedule - I 

ACCOMMODATION IN THE MEDICAL COLLEGE OR MEDICAL 
■ INSTITUTION AND . ITS ASSOCIATED TEACHING. HOSPITALS 

* - COLLEGE 

A.1. gSNS RA L = 

A. 1 . 1 . CAMPUS 

The medical college or medical institution shall be housed 
in a unitary campus near its teaching hospital having room for 
future expansion. However the existing medical colleges shall 
make efforts to have their teaching hospital within a radius of 
five kilometer of the campus. 

A. 1 . 2 . Administrative block; 

Accommodation shall be provided for - Principal/Dean's 
office (36 Sq.m.), staff room (54 sq.m.), college council room 
(SO Sq.m.) ofice superintendent's room (10 Sqtiti.), Office (150 
Sq.m.), record room (100 Sq.m.), examination hall (200 Sq.m.), 
separate common room for men and women students with attached 
toilets (3t) Sq.m, each), cafeteria (40-50 Sq.m.). 

A . l-. 3 . College Council ; 

Every medical college or medical institution shall have a 
College council comprising of the Head of departments as members 
and Principal /Dean as Chairperson. The Council shall meet at 
least four times in a year, to draw up the details of curriculum 
and training programme, enforcement of discipline and other 
academic matters. The Council shall also organise 

interdepartmental meetings like grand rounds, statistical 
meetings and clinico pathological meetings including periodical 
research review in the Institution regularly. 

a. i.4. c&n.trai Library 

There shall be a Central Library (600 Sq.m.) with seating 
arrangement for at least 50 students for reading and having good 
lighting and ventilation and space for stalking and display of 
books and journals. There shall be minimum one room for 50 
students inside and. one room for 25 students outside. It should 
have not less than 5000 text and reference books. In a new 
medical college the total number of books should be 
proportionately divided on yearly basis in five years. The number 
of journals shall be 100 out of which one-third shall be foreign 
journals and subscribed on continuous basis. The number of copies 
of text b°°ks in each subject of undergraduate teaching shall be 
ten. 

There shall be provision for 

a) .Staff reading room for 15 persons; 

b) Rooms for librarian and other staff; 

c) Room for daftaries and book binders; 

d) Microfilm reading room; 

e) Journal room; 
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f) Room for Copying facilities; 

g) Video and Cassette room (desirable )j and 

h) Airconditioned Computer room with Medlar and Internet 
facility. 

A.1.5. Lecture Theatres; 

There shall be a minimum of four lecture theatres of gallery 
type in the College or medical institution, three with seating 
capacity for 60 students and one with seating capacity for 125 
students. These shall be built with good acoustics. Lecture 
theatres shall be provided with necessary independent audio 
visual aids including over-head projector, slide projector and a 
microphone. These Lecture Theatres are to be shared by various 
Departments. 

A.1.6. Auditorium and Examination Hall; 

There shall be an auditorium where 250-350 persons could be 
seated and an examination hall, preferably air-conditioned for 
atleast 125 students. 

A. 1.7. Central Photographic Section; 

Central photographic and audiovisual sections with 
accommodation for studio, dark room, enlarging and photostat 
work. Accdmmmodation shall be provided for Artists and Medical 
Illustrators and Modellers. Facilities for micro-photography and 
mounting shall be provided. 

a. i.a. Central Wo rkshop ; 

There shall be central workshop having facilities for repair 
of mechanical, electrical and electronic equipments of college 
and the hospitals. It shall be manned by qualified personnel, 

a. 1 . 9 . Ani ma l Bo mbs i 

There shall be a Central Animal House (135 Sq.m.area) for 
maintenace, breeding and supply of animals and facilities for 
experiments. 

A.1.10. Central Incineration Plant: 

There shall be a central incineration plant commensurate with 
the hospital bed strength. 

A.1.11. Gas Plant: 

There shall be a Central Gas Plant or Gas supply unit. 

A.1.12. Statistical unit; 

There shall be a centralised computerised statistical unit. 

A.1.13. Medical Education Unit : 

There shall be a Medical Education Unit or Department for 
faculty development and providing teaching or learning resource 
material. 
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A-1.14 Research work: 

Space as indicated in the concerned departments shall be 
provided in each department, duly furnished and equipped for 
resea;ch work and further expansion of its activities. 

A.i.lf-. Intercom network: 

intercom network including paging and beep system between 
various sections, hospitals and college shall, be provided for 
better services, coordination and patient care. 

A.i.ie. playground and Gymnasium; 

There shall be a play ground and Gymnasium for the staff 
and students. A qualified physical education instructor shall 
lo'>k ufLe.r: the Sports activities ar.d maintenance. 

a. 1.1? Eigs, t .rl, sl ,Ly, ! 

There shall be continuous electricity supply as well as 
standby UPS or Generator. 

a.'l.ip. Sanitation and water supp.IV : 

Adequate Banitary facilities (toilets and bathrooms 
■ "pnrately for women) and safe continuous drinking water 
I ■«■ ■; l: Li en must be provided for "the teaching staff, students, 
tfhinrai and other staff in all s*-c:tLons as required. 

A..'. D EPARTMENTS 

(1) DEPARTMENT QF ANATOMY 

> ■ r ‘ 

!A lie .'tn v "e theatre - as per item ■'» 1.5. 

(B) Demonstration room - there shall be two demonstration rooms 
(30 sq.mt.)fitted with strip chairs, Over Head Projector, 
Slide projector, Television, Video' and oth«r audiovisual 
aids, so as to accommodate at least 25 to 30 students. 

(Ci Dissection Hall - There shall be a dissection hall(175 
r.(].int. .) to accommodate at least 50 students at a time. It 
aha 1.1 he well lit.,- well-ventilated with exhaust fans and 
preferably centrally air-conditioned. There shall be an 
ant; room tnr students with lockers ond five Wash basins. 
There shall be adequate teaching aids in the hall. In 
addii. Lon, there shall be an embalming room (12 Sq.m, area), 
space for 2 storage tanks (one of 3 Sq.m. & one of 1.5 Sq.m, 
each) and cold storage room with space for 6-8 dead bodies 
(18 Sq.m, area) or cooling cabinets. - 

iK Histology There shall be Hietology laboratory (100 sq.mt.) 
with acoi'imiK'dat ion for work benches fitted with water tape, 
si like,, cupboards for microscope storage and electric points 
for 30 st udents . There shall be a preparation room (18 
r.q.nit.) foi Lechuicians and storage pf equipment. 
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(E) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 

(F) Museum - There shall be a museum (100 Sq.m.) provided with 

racks and shelves for storing and proper display of wet and 
dry specimen and embryological sections, models, revolving 
stands for skiagrams, CT Scan, MRI and trolly tables. X-ray 
view boxes shall be multistand type to taka 4 plates 
standard size 3 boxes (3 view boxes for 50 students) . 
Adequate seating accommodation for 15 students to study in 
the museum shall be provided. There shall be two attached 
rooms (15 sq.mt. each) for the preparation of 

models or specimens and for artists and modellers. 

(G) Departmental Library 

There shall be a Departmental library-cum-seminar room (30 
Sq.m, area) with at least 80-100 books. However,not more 
than two copies of anyone book Bhall be counted towards 
computation of the total number of books. 

(H) Accommodation for staff - Accommodation shall be provided 
for the staff as under, namely: 

1. Profesor and Head of the department - (18 Sq.m, area); 

2. Associate Prof./Reader - one room ( 15 Sq.m, area); 

3. Asst. Professor/Lecturers(Two) - One room(20 Sq.m, area); 

4. Tutor/Demonstrators - One room (15 Sq.m, area); 

5. ' Department office cum Clerical room-one room(12 Sq.m, area); a 

6. Working accommodation for non-teaching staff (12 Sq.m. area). 

(2) DEP ARTME NT QF -.PHYSIQ k QgY INCLtffiffl g gXQ-PHXS .I£S 

(A) Lecture Theatre - Ab per item A,1.5. 

(B) Demonstration Room - there shall be one demonstration room 
(30 sq.mt.)fitted with strip chairs, Over Head Projector, 
Slide projector,Television, Video and other audiovisual 
aids,so as to accommodate at least 25-30 students. 

(C) Practical Rooms - The following laboratories with adequate 
accommodation shall be provided to accommodate 30 students. 

(i) Amphibian laboratory (one)- (100 sq.m, area) shall be 
provided with continuous working tables. Every seat 
shall be provided preferably with stainless steel wash 
basin. Every working table shall have one drawer and 
one cupboard, an electric point and with fire or steam 
proof top. One preparation room (14 Sq.m, area) shall 
be provided with the amphibian laboratory. 

(ii) Mammalian laboratory (one) - (40 Sq.m.area) shall be 
provided with two tables (2m x 0.6m) with stainless 
steel top and operating light. The laboratory shall 
have attached instrument rack, two large size wash¬ 
basins (stainless steel) and cupboards for storing 
equipments. One preparation room (14 Sq.m, area) shall 
be provided with the Mammalian laboratory. 
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(iii) Human Laboratorieo; 

(a) Haematology Lab.(100 Sq.m. area) provided with 

continuous working tables. Every seat shall be 

provided preferably with stainless steel wash basin. 
Every working table shall have one drawer and one 
cupboard, an electric point and with fire/steam proof 
top including provision of light source on each tablo. 
One preparation room {14 Sq.m, area) shall be 

provided with this laboratory. 

(b) There shall be a Clinical Physiology Laboratory (40 
Sq.m, area) provided with 6 tables (height 0.8 m.) with 
mattresses and adjustable head-end. 

(D) Departmental Library - 

There shall be a Departmental library-cum-seminar room (30 
Sq.m, area) with at least 80-100 books. However,not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(E) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 

(G) Accommodation shall be provided for the staff as under : 

1. Profesor and Head of the department - (18'Sq.m, area); 

2. Associate Prof./Reader - one room (15 Sq.m, area); 

Asst. Professor/Lecturers(one) - One room (15 Sq.m, area); 
Tutors/Demonstrators - One room (15 Sq.m, area); 

Department office cum clerical room(one)(12 Sq.m, area); and 
Working accommodation for non-teaching staff (12 Sq.m, area) 

(3) DEPARTMENT OF BIOCHEMISTRY 

(A) Lecture theatre - As per item A.1.5. 

^B) Demonstration room - there shall be one demonstration room 
(30 sq.mt.) fitted with strip chairs, Over Head Projector 
Slide projector, Television, Video and other audiovisual 
aids, to accommodate at least 25-30 students. 

(C) Practical class room - 

There shall be a Laboratory (100 Sq.m.), with benches fitted 
with shelves and cupboards, water taps, sinks, electric and 
gas connections so as to accommodate 40 students. Two Ante 
rooms (14 Sq.m, area) each for technicians, stores, 
preparation room, balance and distillation apparatus shall 
also be provided. 

(D) Departmental Library - 

There shall be a Departmental library-cum-seminar room (30 
Sq.m, area) with at least 00-100 books. However,not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(E) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 
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(F) Accommodation shall be provided for the staff as under, namely: 

Profesor and Head of the department - (18 Sq.m, area); 

Associate Prof. - One room (15 Sq.m, area each); 

Asst. Professor/Lecturers(Two) - One room (12 Sq.m, area); 
Tutors/Demonstrators - One room (15 Sq.m, area); 

Department office cum clerical room one (12 Sq.m.area); and 

6 . Working accommodation for non-teaching staff (12 Sq.m.area). 

(4) DEPARTMENT. OF PATHOLOGY 

(A) Lecture theatre - As per item A.1.5. 

(B) Demonstration room - there shall be one demonstration room 
(25 sq.mt) fitted with Over Head Projector, Slide 
projector. Television, Video and other audiovisual aids, to 
accommodate at least 25-30 students . 

(C) There shall be Practical Laboratories for Morbid Anatomy 
and Histopathollgy/Cytopathology (100 sq.mt-area) and for 
clinical Pathology/Haematology (100 sq.mt.area) with 
preparation room (14 sq.mt.area) with benches, fitted with 
shelves, cupboards, sinks, water taps, light for microscopy 
and burners for 40 students to carry out exercises. 

(D) There shall be a separate service laboratory each (25 
sq.mt?.) for histopathology, cytopathology, Haematology and 
other specialised work in the hospital suitably equipped. 

In addition there shall be a balance room (14 sq.mt), store 
room (14 sq.mt) and special room for high speed centrifuge 
(14 sq.mt.)and a wash room (14 sq.mt.) with continuous water 
supply. 

(E) Museum - There shall be a museum (60 sq.mt.) for specimens, 
charts, models with a sitting capacity of atleast 15 
students. All the specimens shall be labelled and atleast 
5 copies of catalogues for student use be provided. In 
addition, there shall be an ante room. 

(F) Autopsy Block - There shall be an Autopsy room (approx. 
400 sq.mt.area) with facilities for cold storage, for 
cadavers, ante-rooms, washing facilities, with an 
accommodation capacity of 10-15 students, waiting hall and 
office. The location of mortuary and autopsy block should be 
either in the hospital or adjacent to the hospital in a 
separate structure and may be shared with the department of 
Forensic Medicine 

(G) Departmental Library 

There shall be a Departmental library-cum-seminar room (30 
Sq.m, area) with at least 80-100 books. However, not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(H) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 
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(I) Accommodation shall be provided for the staff as under : 

I , Profesor and Head of the department - (18 Sq.m, area); 

?. Associate Prof./Reader - One room (15 Sq.m, area); 

3. Asst. Professor/Lecturer - One room (14 Sq.m, area); 

5. Tut o.i s/Dernonsti atorg - One room (15 Sq.m, area); 

Department office cum Clerical room one (12 Sq.m, area); and 
Working accommodation for non-teaching staff (12 Sq.m. area). 

'H) BLOOD BANK 

There shall be an airconditioned Blood Bank (100 sq.mt.area) 

md shall include - 

a) Registration and Medical Examination Room and selection of 
donors room with suitable furniture and facilities; 

lb) Blood Collection Room; 

(c) Room for Laboratory for Blood Group Serology; 

(d) Room for Laboratory for Transmissible diseases like 
Hepatite, Syphilis, Malaria, HIV antibodies; 

(e) Sterilisation and washing room; 

(f) Refreshment room; and 

(g) ' Store and Records room. 

The equipment and accessories shall be provided in Part 
XII-B of Schedule F to the Drugs and Cosmetics Rules, 1945. 

(5) DEPARTMENT OE...MICRQBIQLQGX 

(A) Lecture Theatre - As per item A.1.5. 

(B) Demonstration room - there shall be one demonstration 
room(3 0 sg.mt.) fitted with strip chairs, Over Head 
Projector, Slide projector, Television, Video and other 
audiovisual aids to accommodate at least 25-30 students. 

(C) Practical laboratory - There shall a Practical laboratory 
(100 sq.mt.area) with benches fitted with shelves,cupboards, 
sinks, water taps, light for microscopy and burners for 40 
students (100 Sq.m, area) with laboratory benches, gas, 
water and electric points, microscopes and light with a 
preparation room (14 Sq.m, area) 

(D) There shall be a separate service laboratory each for (1) 

Bacteriology including anaerobic; (2) Serology? (3) 
virology; (4) Parasitology; (5) Mycology,- (6) 

Tuberculosis; and (7) Immunology. 

Area for each service laboratory shall be 25 Sq.m. Separate 
accommodation for (1) Media preparation and storage (20 
Sq.m, area (2) Auto claving (12 Sq.m.) (3) Washing & drying 
room with regular and continuous water supply (12 Sq.m, 
area) for contaminated culture plates, test tubes and 
glassware shall be provided. 


rH (N cl if) u> 


[MFT III—4] 


'’W TPJIHI : WmVTt 5 ! 


41 


(E) Museum - There shall be a museum (40 sq.mt.Jfor specimens, 
charts, models with a sitting capacity of atleast 15 
students. All the specimens shall be labelled and atleast 
5 copies of catalogues for students use be provided. 

(F) Departmental Library 

There shall be a Departmental library-cum-seminar room (30 
Sq.m, area) with at least 80-100 books. However, not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(G) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 

(H) Accommodation shall be provided for the staff as under : 

Profesor and Head of the department - (18 Sq.m, area) 
Associate Prof./Reader - One room (15 Sq.m, area) 

Asst, Professor/Lecturers - One room (12 Sq.m, area) 
Tutors/DemonstratorB - One room (15 Sq.m, area.) 

Department office cum Clerical room one (12 Sq.m, area) 
Working accommodation for non-teaching staff (12 Sq.m, area) 

(6) DEPARTMENT OF PHARMACOLOGY 

(A) LectMre theatre - As per item A.1.5. 

(B) Demonstration room - there shall be one demonstration room 
(30 .sq.mt.area) fitted with strip chairs, Over Head 
Projector, Slide projector, Television, Video and other 
audiovisual aids, to accommodate at least 25-30 students. 

(C) Practical laboratories - There shall be a Practical 
laboratory with accommodation for 25-30 students for the 
following, namely: 

(i) Experimental Pharmacology (100 Sq.m, area) with ante¬ 
room (14 Sq.m, area) for smoking and varnishing of 
kymograph papers. 

(ii) Clinical Pharmacology and Pharmacy (100 Sq.m, area) 
with one ante-room (14 Sq.m, area) for technicians, 
storage of equipment and appliances and prepartion 
room. 

(D) Museum - There shall be a museum (75 sq.mtjfor specimens, 
charts, models, with a separate section depecting "History 
of Medicine", with a seating capacity of atleast 15 
students. All the specimens shall be labelled and atleast 
5 copies of catalogues for student use be provided. 

(E) Departmental Library 

There shall be a Departmental library-cum-seminar room (30 
Sq.„ m. area) with at least 80-100 books. However, not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 
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(F) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 

(G) Accommodation shall be provided for the staff as under, namely: 

1. Profesor and Head of the department - (18 Sq.m, area); 

2. Associate Prof./Reader - One room (15 Sq.m, area); 

3. Asst. Professor/Lecturers - One room (12 Sq.m, area); 

4. Tutors/Demonstratore - One room (15 Sq.m, area); 

5. Department office cum Clerical room one (12 Sq.m, area); and 

6 . Working accommodation for non-teaching staff (12 Sq.m. area). 

(7) DEPARTMENT OF FORENSIC. MEDICINE-INCLUDING JQXLCQLQQY 

(A) Lecture theatre - As per item A.1.5. 

(B) Demonstration room - there shall be one demonstration room 
(30 sq.mt.) fitted with strip chairs. Over Head Projector, 
Slide projector, Television, Video and other audiovisual 
aids, to accommodate at least 25-30 students. 

(C) There shall be a museum (100 Sq.m, area) to display medico¬ 
legal specimens charts, models, prototype fire arms, wax 
models, slides, poisons, photographs etc. with seating 
arrangements for 15-20 students. All the specimens shall be 
labelled and at least 5 copies of catalogues for student 
use tee provided. 

(D) There shall be a laboratory (100 Sq.m, area) for examination 
of specimens, tests and Forensic histopathology, Serology, 
anthropology and toxicology. 

(E) Autopsy Block - There shall be an Autopsy room (approx. 

400 sq.mt.area) with facilities for cold storage, for 
cadavers, ante-rooms, washing facilities, with an 
accommodation capacity of 15-20 students, waiting hall, 
office etc. The location of mortuary/autopsy block should be 
either in the hospital or adjacent to the hospital in a 
separate structure and may be shared with the department of 
Pathology. 

(F) Departmental Library - 

There shall be a Departmental library-cum-seminar room (30 
Sq.m, area) at least with 80-100 books. However,not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(G) Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 

(H) Accommodation shall be provided for the staff as under, namely: 

1. Profesor & Head of the department - (18 Sq.m, area); 

2. Associate Prof./Reader - One room (15 Sq.m, area); 

3. Asst. Professor/Lecturers - One room (12 Sq.m, area); 
Tutojs/Demonstrators - One room (15 Sq.m, area.); 

5. Department office cum Clerical room one (12 Sq.m, area); 

6 . Working accommodation for non-teaching staff (12 Sq.m, area); 
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Lecture theatre - As per item A. 1.5. 

Demonstration room - there shall be one demonstration room 
(30 sq.mt.) fitted with strip chairs. Over Head Projector, 
Slide projector, Television, Video and other audiovisual 
aids, to accommodate at least 25-30 students. 


There shall be a laboratory (100 Sq.m, area) with facilities 
for purposes of demonstration of various laboratory 
practicals. 

Museum - There shall be a museum (75 Sq.m, area) for the 
display of models, charts, specimens and other material 
concerning communicable diseases, Community Health, Family 
Welfare planning, Biostatistics, Sociology, National Health 
Programmes and Environmental Sanitation. 

Departmental Library 

There shall be a Departmental library-cum-seminar room (30 
Sq. m. area) with at least 80-100 books. However, not more 
than two copies of anyone book shall be counted towards 
computation of the total number of books. 


Research - There shall be one research laboratory (50 
Sq.m.area) for research purposes. 

Accommodation shall be provided for the staff as under, namely: 
Profesor and Head of the departent- (18 Sq.m, area); 

Associate Prof./Reader - One room (15 Sq.m, area); 

Asst. Professor/Lecturers - One room (15 Sq.m, area); 
Statistician cum Lecturer - One room (12 Sq.m.); 

Epidemiologist cum Lecturer - One room (12 Sq.m, area); 
Tutors/Demonstrators - One room (15 Sq.m, area.); 

Department office cum clerical room one (12 Sq.m, area); and 
Working accommodation for non-teaching staff (15 Sq.m, area). 

Every medical college shall have three primary health 
centree/rural health training centres for training of 
students in community oriented primary health care and rural 
based health education for the rural community attached to 
it., Out of these one primary health centre shall be within 
a distance of 30 km. or within one hour of commuting 
distance from the medical college. Separate residential 
arrangements for boys and girls, interns and undergraduates 
with mess facilities shall also be provided in at least one 
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of the primary health centres/rural health training centres 
which shall be under the full administrative jurisdiction of 
the medical college. Adequate transport shall be provided 
for carrying out field work, teaching and training 
activities by the department of Community Medicine and other 
departments (both for staff and students). 

(I) Urban Health Training Centre - It shall be under the 
administrative control of Deptt. of community Medicine. 
Adequate transport shall be provided for commuting the staff 
and students. 

B. T£AS HI t?g-H Q gP.IT.M^ 

B.i. SEHEBAL-.BjBM&SKS 

B.1.1.All the teaching hospitals shall be under the academic, 
administrative and disciplinary control of the 
Dean/Principal of the - medical college or medical 
institution. 

B.1.2. Accommodation shall be provided for Dean(36 sq.mt) and 
Medical Superintendent (36 sq.mt.)and hospital offices for 
the supportive staff, Nursing Superintendent’s room and 
office, waiting space for visitors. There shall also be 
accommodation for:- 

(a) Enquiry office; 

(b) Reception area (300 sq.mt.) including facilities for public 
telephone, waiting space for patients and visitors, drinking 
water facility with nearby toilet facilities; 

(c) Store rooms; 

(d) Central Medical Record Section(150 Sq.m.); 

(e) Linen Rooms; and 

(f) Hospital and Staff Committee room (50 sq.mt.). 

B.I.3. One Central lecture theatre of gallery type with a seating 
capacity of 100 persons and audio-visual aids shall be 
provided in the hospital. 

B.I.4. Central Registration and statistics department with 
computer facilities shall be provided. 

B.I. 5. Intercom network alongwith paging and bleep system between 
various sections, hospitals and college shall be provided 
for better service, coordination and patient care. 

B.i.6. Residential accommodation shall be provided in the 
hospital campus for Interns, Junior Residents,, Senior 
Residents and Registrars. 


B.I.7. There shall be a minimum Out Patient Department attendance 
of 8 patients per day (old and new) per student intake. 
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B.1.8. Indoor beds occupancy - Average occupancy of indoor bedo 
shall be a minimum of 80% per annum. 

b. i.9.clinical.Pepartmcnta. in the Hsepltal., 

Requirement of beds and units : 

(a) The number of beds required for 50 admissions annually is 
400. They may be distributed for the purposes of clinical 
teaching as under namely: 

(i) MEDICINE AND ALLIED SPECILITIES: 

No. of beds and units required. 

bedB/units 


1. General Medicine 

96/3 

2. Paediatrics 


48/2 

3. Tuberculosis 
Diseases 

and Respiratory 

16/1 

4. Dermatology, 
and Leprosy 

Venerealogy 

8/1 

5. Psychiatry 


8/1 



176 


Note: (1)There shall be well equipped and updated Intesive Care 

Unit (I.C.U.), Intensive Coronary Care Unit (I.C.C.U.), 
Intesive Care Paediatric beds and preferably Intensive 
Care in Tuberculosis and Respiratory Diseases. 

(2)Wherever possible, the facilities available in larger 
tuberculosis and chest diseases hospitals, infectious 
diseases hospitals and mental hospitals may be utilised 
for training in these specilities. However if these 
hospitals are not under the total administrative 
control of the Medical College, the required beds in 
these specilities shall have to be provided in the 
attached teaching hospital itself. 

(ii) SURGERY AND ALLIED SPECIALITIES : 

No. of beds/unito required 


1. General surgery 96/3 

2. Department of Orthopaedics 48/2 

3. Department of Ophthalmology 16/1 

4. Oto-Rhinolaryngology 16/1 


176 


Note-.There shall be well equipped and updated intensive Care Burn 
Unit and Surgical post operative critical care Unit. 
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(iii) OBSTETRICS AND GYNAECOLOGY 

No. of beds/units required 


Obstetrics and Gynaecology 

30 
14 
4 


48/2 


(iv) GRAND TOTAL 400 


Note : (1) * In case a super speciality is developed, it shall 
necessitate creation of extra beds alongwith 
additional staff over and above the minimum requirement 
stated hereinabove in accordance with the provisions of 
the Postgraduate Medical Education Regulations, 1971 

(2) The teaching hospital may provide additional beds in 
any speciality depending upon their patients load. 

B.2. CLINICAL DEPARTMENTS - INDOOR 

B.2.1. The following accommodation shall be available with each 
ward, namely:- 

Accommodation to be provided for Nurses Duty Room; 

Laboratory for routine examinations; 

Examination and treatment room; 

Ward Pantry; 

Store room for linen and other equipment; and 
Resident Doctors and students Duty Room. 

.2.2. The following additional accommodation shall be provided 
for each of the departments, namely 

Offices for Heads of Departments and Heads of Units; 

Accommodation for the other unit staff; 

Clinical demonstration rooms(at least one for each department);and 
Deparmental Library-cum-Seminar room(30 sq.mt.) with a 
seating capacity of 50 students. 

NB:- The size and number of staff rooms shall be as par the 
guidelines given in the pre and para clinical departments 
for the prescribed number of staff members in a 
department. 

B.2.3. RESEARCH L ABORATORIES : 

There shall be a Research Laboratory commensurate with the 
specialised work in all fields. 

B.2.4. OPERATION THEATRE UNIT « 

The Operation Theatre Unit shall have the following 
facilities, namely 

1 . Waiting room for patients; 

2. Preparation room; 


Obstetrics 

Gynaecology 

Postpartum 
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3. Operation theatre; 

4. Post-operative recovery room (minimum of 4 beds); 

5. Soiled Linen room; 

6. Instrument room; 

7. Sterilisation room; 

8. Nurses rooms; 

9. Surgeon's and anaesthesist 1 s rooms (separate for male and 

female); 

10. Assistants's room; 

11. Observation gallery for studentB; 

12. Store rooms; 

13. Washing room for Surgeons and Assistants; and 

14. Students washing up and dressing up room. 

Two such units may be provided for General Surgery 
(including one for septic cases); one for ENT; one for 
Orthopaedics; one for Ophthalmology and two for Obstetrics and 
Gynaecology. 

In addition, one or more extra theatres for other surgical 
specilities and one theatre for Emergency-casualty area shall be 
provided. 

B. 2.5. CENTRAL STERILISATION SERVICES : 

There shall be an independent Central Sterilisation unit 
capable of taking the total working load of operation theatres, 
laboratories close to or in the operation theatre block itself. 
It shall have adequate equipment like bulk Bterilizer with 
separate ends for loading unsterile matterial, unloading Bterile, 
cold sterlizer, Ethylene oxide sterilizer, freon ethylene 
instruments and mattress sterilier,sterile racks, mixers, and 
trays for instruments. 

This department shall work round the clock and all 
materials, instruments, trays and dressing material shall be 
supplied round the clock. 

B.2.6. LAUNDRY 

The Central Mechanical laundry shall be privided with bulk 
washing machine, Hydro-Extractor, flat rolling machine. 
Laundering of hospital linen shall satisfy two basic 
considerations, namely, cleanliness and disinfection. The 
hospital could be provided with necessary facilities for drying, 
pressing and storage of soiled and cleaned linens. 

B.2.7. DEPARTMENT OF RADIODIAGNOSIS : 

The room sizes for various Diagnostic Imaging Systems shall 
be as per the following provisions of the Atomic Energy 
Regulatory Board Safety Code, namely:- 

"The room size of the room housing X-Ray equipment must not 
be less than 25sq.m for a general purpose X-Ray machine. 
In case of diagnostic X-Ray equipment operating at l25kV or 
above the control panel must be installed in a separate 
control room located outside but contguous to the X-Ray 
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room. Rooms housing fluroscopy equipment must be so 
designed that adequate darkness can be achieved conveniently 
when desired. Patient waiting areas must be provided 
outside the X-Ray room and a dark room must be provided." 

Accommodation shall be provided for the following, namely:- 

(a) Room for 300mA, 500mA, 800mA, I.I.TV System, Fluroscopy 

System (36 sq.m.); 

(b) Ultrasound Room (15 sq.m.); 

(c) Room for 60mA Mobile X-Ray System (15 sq.m.); 

(d) Accommodation for CT Scan System. There shall be three 
equipment rooms, (examination room, control room and 
computer room). In addition a services room for Electrical 
Panels, UPS and Servo Stabilizer shall be provided. The 
total area requirement is 80 sq.m.; 

e) There shall be preferably a Magnetic Resonance Imaging (MRI) 
System. The space requirement shall be according to the 
standard specifications; 

f) Store room for X-Ray films and related material (15 sq.m.); 

g) Museum ( 25 sq.m.); and 

h) Waiting room for patients, enquiry office and staff rooms 
shall be provided as per requirement. 

B.2.8. DEPARTMENT_QF ANAESTHESIOLOGY : 

Accommodation for the Department of Anaesthesia should be 
provided for staff on duty in operation theatres in that block 
itself as far as possible in addition to following accommodation, 
namely:- 

1. Offices for Heads of Departments and Heads of Units; 

2. Accommodation for the other unit staff; 

3. Clinical demonstration rooms(at least one for each 
department); and 

4. Deparmental Library-cum-Seminar room(30 sq.mt.) with a 
seating capacity of 50 students. 

OPTIO NA L D.SPMIMSKTS 

B.2.9. BEBARTMENT.fl E. E mOlHSRAEY-i 

The department needs to be planned in such a way that there 
is a minimum movement of Radio-active sources through the general 
corridors of the Hospital. It is therefore desirable that the 
outpatient wing, treatment wing, dosimetry/planning equipments, 
wards, operation theatre and other facilities are located in the 
same block, may be on two floors. It should be closely conected 
with the rest of the hospital to facilitate free interaction of 
the facilities of various disciplines for multidisciplinary 
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management of the patients. Separate rooms should be provided 
for Teletherapy Unit (100 sq.m. area), intracavitory treatment 
room (50 sq.m, area) interstitial, endocavitory, surface mould 
therapy room (50 sq.m, area), planning room (50 sq.m, area), 
rooms for metalling treatment planning equipments, mould room (50 
sq.m, area), record room (100 sq.m, area), medical physics 
laboratory (50 sq.m, area) outpatient waiting room (200 sq.m, 
area), indoor beds (at least 20 beds and an isolation ward) (200 
sq.m, area), day care ward for short chemotherapy/radiotherapy 
procedures etc. (70 sq.m, area). The minimum floor area shall be 
1500-2000 sq.m. Prior Bhama Atomic Research Centre approval of 
the radiation therapy rooms / plan alongwith complete layout of 
the entire department is mandatory. 

B.2.10 DEPARTMENT QF PHYSICAL MEDICINE.AMD REHABILITATION : 

Accommodation (1500 sq. meter) shall be provided for 
Professor and other teaching staff, paramedical personnel and 
non-medical staff, evaluation room, Physiotherapy, 
Electrotherapy, Hydrotherapy, Occupational Therapy, Speech 
therapy, separately, as far as possible. 

B.3. CLINICAL DEPARTMENTS - OUT DOOR 

B.3.1. Accommodation shall be provided for - 

(i) Waiting/reception space rooms for patients and attendants 

(ii) Enquiry and record room. 

(iii) Four examination rooms (cubicles) and case 

demonstration rooms to be provided for each 

department in the outdoor in self-contained blocks 
with their sub-sections. Each clinical unit in the 
out-patient department shall be provided with 
examination cubicles. 

(iv) Dispensary. 

(v) The following additional accommodation shall be provided 
in the departments specified below : 

(a) In Surgery & its specialities : 

Dressing room for men and women patients respectively. 
Operation theatre for out patient Surgery. 

(b) In Ophthalmic Section : 

Refraction rooms, dark rooms, dressing rooms etc. 

(c) In Orthopaedics Section : 

Plaster room, Plaster-cutting room, out patient X-ray 
plant desirable. 

(d) In ENT Section : 

Sound proof audiometry Room, ENG laboratory and 
speech therapy facilities. 

(e) In Paediatrics : 

Child Welfare including Immunization Clinic 
Child Guidance Clinic 

Child Rehabilitation Clinic including facilities for 
speech therapy and occupational therapy 
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(f) In Obstetrics and Gynaecology : 

Antenatal Clinic, Family Welfare Clinic 
Sterility Clinic . 

Cancer Detection Clinic. 

There shall be an additional students duty room (separately 
for males and females) attached to the Labour room. 

(g) In Dental Section : 

Accommodation for Dental Surgery and prosthetic 
dentistry. 

B.3.2. Reception and Waiting Hall for patients,. 

B.3.3. A seminar room for students. 

B.4 Central Laboratories : 

There shall be well equipped and updated central 
laboratories preferably alongwith common collection centre for 
all investigations in histopathology, cytopathology, haematology, 
immunopathology, microbiology, biochemistry and other specialised 
work, if any. 

B.5. CENTRAL CASUALTY DEPARTMENT : 

There shall be a Central Casualty department wherein 
consultancy services shall be provided by the teachers of 
relevant Departments. 

Accommodation for Resuscitation Services including Oxygen 
supply, ventilators, defibrillator and two fully equipped 
disaster trolleys (emergency trolleys), Emergency X-ray, 
investigative facilities, Operation theatre etc., shall be 
provided. These shall all be fully equipped. 

A casualty ward with at least fifteen beds is also necessary. 
Accommodation for staff on duty (Doctors, Nurses, students and 
others) shall be provided. 

Adequate sanitary arrangements (toilet and bathrooms) & 
drinking water facilities for patients, their attendants and the 
staff of -the department shall be provided in the respective 
blocks. 

B.6. CENTRAL HOSPITAL PHARMACY 

It shall have qualified pharmacist incharge and other staff 
certified by statutory authorities to dispense the drugs. 

B.7. Central Kitchen 

The Central Kitchen shall be commodious, airy, sunny, clean 
with proper flooring and exhaust system. The cooking should be 
done either by electric or by gas. It should be provided with 
proper and clean working platforms. A separate store area with 
proper storage facilities should also be provided. The service 
trolleys for food should be hot and closed stainless steel ones. 
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B . 8 . INCINERATING...BL&H1 

A modern Incinerating plant capable of taking hospital waste 
shall be provided. 

B.9. CENTRAL DI$INFECTIQN_BLANX 

There shall be Central disinfection plant. 

B.10. STAFF QUARTERS 

B.10.1. There shall be sufficient number of quarters for covering 
100 per cent of the total nursing staff and resident 
doctor, staff strength. 


B.10.2. There shall be sufficient number of quarters for covering 
at least 50 par cent of the teaching staff and class IV 
staff strength. 

B.ll. Central Hospital Stores 

There shall be a central hospital stores for stocking & 
supply of drugs, equipment etc. 

B.12. H og,telg, for students 

It is desirable that Medical College should be a residential 
unitary complex. Each hostel room shall not have more than three 
occupants. 


SCHEDULE II 

STAFF REQUIR.EM E_NL T £ 

A. GENERAL REMARKS : 

1. Emphasis in medical education being on pracical 
instructions and demonstrations in small groups, the number 
of teachers must be as per provisions of this Schedule 
adequate to enable such instruction to be imparted 
effectively. 

2 . The teaching staff of all departments of a medical college, 
shall be full-time. 

3. These regulations cover the minimum requirements of under 
graduate medical education. Additional teaching staff will 
be required in institutions where postgraduate education is 
also imparted. Additional teaching staff will also be 
required where the work load involved in emergency care, 
patient care, clinical laboratory work or field work Is 
heavy or of a specialised nature. 

4. To ensure the exposure of undergraduate students to 
experienced teachers, it is essential to provide adequate 
number of higher posts (Professors/Readers) in every 
department of teaching. 
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5. In department of Anatomy, Physiology, Biochemistry, 
Pharmacology and Microiology, non-medical teachers may be 
appointed to the extent of 30% of the total number of posts 
in the department. A non-medical approved medical M.Sc. 
qualification shall be a sufficient qualification for 
appointment as lecturer in the subject concerned but for 
promotion to higher teachig post a candidate must require 
degree qualification or equivalent qualification. However, 
in the department of Biochemistry, non-medical teachers may 
be appointed to the extent of 50% of the total number of 
posts in the department. In view of the paucity of teachers 
in non-clinical departments relaxation upto the Head of the 
deapartment may be given to non-medical persons in case a 
suitable medical teacher in the particular non-clinical 
speciality is not available for the said appointment in said 
department. However, all such appointments will be made only 
with the prior approval of the Medical Coucil of India. 
However, A non-medical person cannot be appointed as 
Director/Principal/Dean/Medical Superintendent or equivalent 
of an institution in any case. In the department of 
* Community Medicine/Statistician cum Lecturers in Statistics 
should possess M.A./M.Sc. qualification in that particular 
subject from a recognised university. These requirements 
are as per the Teachers Eligibility Qualifications 
Regulations. 

6. Teachers in higher specialities like Cardiology, Neurology 
and Neuro-Surgery shall not be counted against the 
complement of teachers required for undergraduate medical 
education. 

DEPARTMENTWISE STAFF REQUIREMENTS - 1 NQ N-.CIjIN 1CAL 
(l) DEPARTMENT QF ANATOMY 
Staff s tren gt h required 


Professor 1 
Reader 1 
Lecturer 2 
Tutors/Demonstrators 2 
Technical Assistant/ 

Technician 4 
Modeller 1 
Dissection Hall 6 
Attendants 

Steno Typist 1 
Store-Keeper cum clerk 1 
Sweepers 6 

(2) DEPARTMENT OF PHYSIOLOGY 

Professor 1 
Reader 1 
Lecturer 1 
Lecturer in Biophysics 1 
Tutors/Demonstrator 2 
Technical Assistant/ 4 
Technician 
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Store-Keeper cum clerk 

1 

8 


Laboratory Attendants 

3 

9 


Steno Typist 

1 

10. 

Sweepers 

2 


(3) DEPARTMENT QELBIPCHEMISTRY 


1 . 

Professor 

1 

2. 

Reader 

1 

3 . 

Lecturer 

1 

4 . 

Tutor/Demonstrators 

1 

5 . 

Technical Assistant/ 
Technician 

4 

6. 

Storekeeper cum clerk 

1 

7 . 

Lab. Attendants 

1 

8 . 

Sweepers 

2 


(4) DEPARTMENT _QF PATHOLOGY 


1. 

Professor 

1 

2 . 

Reader 

1 

3 . 

Lecturer 

1 

4 . 

Tutors/Demonstrators 

3 

5 . 

Artist 

1 

6. 

Technical Assistant/ 
Technicians 

8 

7 . 

Lab. Attendants. 

5 

8 . 

' Stenotypist. 

1 

9. 

Clerk 1 

2 

10 . 

Store Keeper 

1 


staff strength raaairafl 


11. 

Record Clerk 

1 

12 . 

Sweepers. 

4 


(5) DEPARTMENT OF MICROBIOLOGY. 


1. 

Professor 

1 

2 . 

Reader 

1 

3 . 

Lecturer 

1 

4 . 

Tutor/Demonstrators 

1 

5. 

Technical Assistant/ 

4 


Technician 


6. 

Lab. Attendants 

3 

7. 

Storekeeper 

1 

8 . 

Record Clerk 

1 

9 . 

Stenotypist 

1 

1 0 . 

Sweepers 

3 


(6) DEPARTMENT OF PHARMACOLOGY 


1. 

Professor 

1 

2 . 

Reader 

1 

3 . 

lecturer 

1 

4 . 

Tutors/Demonstratora 

2 

5 . 

Pharm. Chemist 

1 
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6 . 

7 . 

8 . 

0 


5 . 

6 . 


7 . 

8 . 

9. 
10 . 
11 . 
12 . 


1. 


2 . 

3 . 

4 . 


Technical Assistant/ 
Technician 

Storekeeper cum clerk 
Steno-^typist 
Laboratory Attendants. 
Sweepers. 

(7) DEP AR TMENT 

Professor 

Reader 

Lecturer 

Tutors/Demonstrators 
Technical Assistant/ 
Technician 

Laboratory Attendants 
Stenotypist 

Store keeper cum clerk 
Sweepers 


3 

1 

1 

3 

2 

OF FORENSIC MEDICINE 

1 

1 

1 

2 

2 

1 

1 

2 


Note : For postmortem work and other medico-legal work 
extra staff be provided. 

(8) DEPARTMENT OF COMMUNITY MEDICINE 

Professor 1 

Reader 1 

Lecturers 1 

Epidemiologist cum 1 

Lecturer 

Statistician cum Lecturerl 
Tutors/Demonstrators 2 

Staff str engt h rs guir sd 


Medical Social Worker 1 
Technical Assistant/ 


Technicians 2 
Stenographers. 1 
Record Clerk 1 
Storekeeper 1 
Sweepers 2 


Staff for Rural Training Health Centre (including field work 
and epidemiological studies.) 

Medical Officer of 
Health-cum-Lecturer 
/Assistant Professor 1 

Lady Medical 
Officer 1 

Medical Social 
Workers 2 

Public Health 
Nurse 1 
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5. Health Inspectors 2 

6. Health Educator 2 

7. Technical Assistant/ 

Technician 2 

8. Peon 1 

9. Van Driver 1 

10. Storekeeper 1 

11. Record Clerk 1 

12. Sweepers 2 

Urban Training Health Centre 

1. Medical Officer 

of Health cum- 

Lecturer/Assistant Professor 1 


2. Lady Medical 1 

Officer 

3. Medical Social 

Workers 2 

4. Public Health 

Nurse 1 

5. Health Inspectors 2 

6. Health Educator 1 

7. Technicial Assistant/ 

Technicians 2 

8. Peon 1 

9. Van Driver. 1 

10. Store keeper 1 

11. Record Clerk 1 

12. Sweepers 2 


Note : The Urban and Rural Training Health Centres should be 
under the direct administrative control of the Dean/ 
Principal of the college. 

C. DEPARTMENT WISE STAFF REQUIREMENTS - CLIN 1 .Q AL DE RARTM EHJ.fi 
(1) GENERAL 

1. Each department shall have a Head of the department of the 
rank of full time Professor who shall have overall control 
of the department. 
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2. The Staffing pattern of the departments shall be organised 
on the basis of units. 

3. A unit shall have not more than 30 beds in its charge. 
However in departments of Tuberculosis & respiratory 
diseases. Dermatology, Veneralogy & Leprosy, Psychiatry, 
Ophthalmology & ENT one unit shall be of MCI sanctioned 
strength for that speciality even if the total number of 
beds is less than 30. 

4. The minimum staff complement of each unit shall consist of 
the following, namely: 


(a) 

Professor/Reader 

1 

(b) 

Lecturer. 

1 

(c) 

Senior Resident/Tutor/ 
Registrar. 

1 

(d) 

Junior Residents 

3 to 4. 

In 

addition to the above staff. 

additional Senior Residents 


and Junior Residents shall be provided according to the load in 
Burn Ward, Intensive Care Unit, emergency, Intensive Cardiac Care 
Unit, Nursery, Labour Room and in other critical/intensive care 
unit/units for providing services round the clock. 

(2) DE PARTMENT -OF... OENER&k-MfiC,I £ IN£ 

The number of units, beds and staff for each department 
shall be as follows: 

(a) gENEEAL-JiEDJCINE 


££ a£ JL-BfcEsnghL rqqu.irsd 


No.of units/beds: 

3/96 


£tat£ 

1. Professor 

1 


2. Reader 

2 


3. Lecturer 

3 


4. Tutor/Registrar/ 
Senior Resident* 

3 

♦with three years 

S. Junior Residents 

9 

Resident experience 


vD) TUBERCULOSIS & RESPIRATORY DISEASES. 


No. 

of units/beds: 

1/16 



Staff stength required 


1. 

Professor / 

1 


2 . 

Reader 



3 . 

Lecturer 

1 


4 . 

Tutor/Registrar/ 
Seniot Resident * 

1 

*with three years 

5 . 

Junior Residents 

3 

Resident experime 
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(c) P E R MAm O gY . ¥EM EBE QL QSDL &-U5BRQS X 
No.of units/beds: 1/8 


Staff stength required 


1. 

Professor / 

1 


2 . 

Reader 



3. 

Lecturer 

1 


4 . 

Tutor/Registrar 




Senior Resident* 

1 

*with three years 

b . 

Junior Residents 

3 

Resident experience. 



<d) PSYCmXSX 

NO. 

of units/beds: 

1/8 


staff-Strength £figulrgd 



1. 

Professor / 

1 


2 . 

Reader 



3 . 

Lecturer 

1 


4 . 

Tutor/Registrar/ 




Senior Resident* 

1 

*with three years 

5 . 

Junior Residents 

3 

Resident experience 


The.following ancillary staff 

shall be provided. 

1. 

Electro Cardio Graph Technician 

1 

2 . 

Technical Assistant/ 




Technician 

3 


.i . 

Lab . Attendants 

4 


4 . 

Store keeper 

1 


5 . 

Stenotypist 

1 


6 . 

Record Clerks 

2 


7 . 

T.B. and Chest 




disease Health 




Visitors 

2 


8. 

Psychiatric Social 




Workers 

2 



(3) DEPARTMENT -OF PAEDIATRICS 


Staff strength required 

No. 

.of units/beds: 

2/48 


1. 

Professor 

1 


2 . 

Reader 

1 


3 . 

Lecturers 

2 


4 . 

Tutor/Registrar/Sr . 

2 

*with three years 


Resident* 


Resident experience 

5 . 

Junior Residents 

6 
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The following ancillary staff shall be provided.. 


1 . 

Child Psychologist 

1 


2 . 

Health Educator 

1 


3 . 

Technial Assistant/ 




Technician 

1 


4 . 

Lab Attendant 

1 


5 . 

Store* Keeper 

1 


6 . 

Steno typist 

1 


7 . 

Record Clerk 

1 


8 . 

Social worker 

1 



(4) DEPARTMENT QF 

GENERAL SURGERY 

Number of Units/beds: 

3/96 



staff 

strength required 

1 . 

Professor 

l 


2 . 

Reader 

2 


3 . 

Lecturers 

3 


4 . 

Tutor/Registrar/Sr. 

3 

*with three years 


Resident* 


Resident experience 

5 . 

Junior Residents 

9 


The 

following ancillary staff shall 

be provided. 

1 . 

Technical Assistant/ 




Technicians 

3 


2 . 

Lab Attendants 

4 


3 . 

Store keeper 

1 


4 . 

Steno-typist 

1 


5 . 

Record Clerks 

2 



(5) DEPARTMENT OF ORTHOPAEDICS 

No. 

of units/beds: 

2/48 


Staff strength reauired 



1 . 

Professor 

1 


2 . 

Reader 

1 


3 . 

Lecturer 

1 


4 . 

Tutor/Registrar/ 




Senior Resident 

2 

*with three years 

5. 

Junior Residents 

6 

Resident experience. 

The 

following ancillary staff shall 

be provided. 

1 . 

Technicial Asstt./ 




Technician 

1 


2 . 

Laboratory Attendant 

1 


3 . 

Store Keeper 

1 


4 . 

Steno typist 

1 


5 . 

Record Clerk 

1 



(6) DEPARTMENT OF OTO-RHINO-LARYNGOLOGY 
No.of units/beds: 


1/16 
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Staff strength required 


1. 

2 . 

3, 

4 . 

5 . 

The 
1. 

2 . 

4 . 

5 . 

6 . 

7 . 


No. 


Profeasor 1 
Reader/ 1 
Lecturer 

Tutor/Registrar/Sr.Res.* 1 
Junior Residents 3 


*with three years 
Resident experience. 


following ancillary staff shall be provided. 


Technical Assistant/ 
Technician 1 

Laboratory Attendant 1 

Store Keeper 1 

Steno-typist 1 

Record Clerk 1 

Audiometri Techician 1 

Speech- Therapist 1 


(7) DEPARTMENT OF OPHTHALMOLOGY 


of units/beds: 1/16 


Staff strength required 


1. Professor 

2. Reader/ ] 

3. - Lecturer ] 

4. Tutor/Registrar/ 

Senior Resident* 

5. Junior Residents 

The following ancillary staff 

1. Technical Assistant/ 
Technician 

2. Lab attandant 

3. Stenotypist 

4. Store Keeper 

5. Record Clerk 

6. Refractionist 


1 

1 


1 *with three years 
3 Resident experience. 

shall be provided. 


1 

1 

1 

1 

1 

1 


(8) DEPARTMENT OF OBSTETRICS AND GYNAECOLOGY 

No.of units/beds: 2/48 

Staff strength required 

1. Professor 1 

2. Reader 1 

3. Lecturers 2 

4. Tutor/Registrar/Sr.Res.* 2 *with three years 

5. Junior Residents 6 Resident experience. 

The following additional staff shall be provided. 

1. Antenatal Medical 1 

Officer-cum-lecturer 
/Assistant Professor. 


60 THE GAZETTE OF INDIA : EXTRAORDINARY [Part III— Sec. 4] 


2. Maternity and Child 1 

Welfare Officer-cum- 
lecturer/Assistant Professor 

3. Social Workers 2 

4. Technical Assistant/ 

Technicians 2 

5. Lab. Attendants 2 

6. Stenographer 1 

7. Record Clerk 1 

8. Store Keeper 1 


(9) DEPARTMENT OF RADIO-DIAGNOSIS 


1. 
2 . 
3-. 

4 . 

5 . 

6 . 
7 . 
8 . 
9. 


1 . 

2 . 

3 . 

4 . 
5. 

6 . 

7. 

8 . 

. ^ 

10 . 


ffta £f gts n gfch r eq uired 


Professor 1 
Reader 1 
Lecturer 1 
Tutors/Registrars 2 
Radiographic technicians 8 
Dark Voom aseitant 4 
Stenographers 1 
Storekeeper 1 
Record clerk 1 


(10) DEPARTMENT OF RADI0-THERAPY (OPTIONAL) 


Professor/ 1 

Reader 

Lecturer 1 

Tutor/Registrar 1 

Physicist 1 

Radiotherapy technicians 2 
(for every treatment unit) 
Dark room assistant 1 

Stenographer 1 

Storekeeper 1 

Record clerk 1 


(11) DEPARTMENT OF ANAESTHESIOLOGY 
Staff strength required : 


1 . 

Professor 

1 

2 . 

Reader 

1 

3 . 

Lecturers 

2 

4 . 

Tutors/Registrars/ 



Senior Residents 

3 

The 

staff, in the department 

shall 

1 . 

Technical Asstt. 



Technicians 

8 

2 . 

Stenotypist 

1 

3 . 

Record Clerk 

1 

4 . 

Store Keeper 

1 
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12. DEPARTMENT_QF PHYSICAL MEDICINE AND REHABILITATION (OPTIONAL) 


1. 

Professor/ ] 

1 


2 . 

Reader j 



3 . 

Lecturer 

1 


4 . 

Senior Residents 

2 


5 . 

House Surgeon/Junior Resident 

1 


The 

staff in the department shall consist of:- 


1. 

Physiotherapists 

2 


d a 

Occupational Therapists 

2 


3 . 

Speech Therapist 

1 


4 . 

Prosthetic and Orthotic 




Tehnicians 

2 


5. 

Workshop Workers 

6 


6 . 

Clinical Psychologist 

1 


7 . 

Medico-social Worker 

1 


8 . 

Public Health Nurse/ 




Rehabilitation Nurse 

1 


9 . 

Vocational Counsellor 

1 


10 . 

Multi-rehabilitation workers/ 




(MRW)/Technician/Therapist 

4 


11. 

Stenographer 

1 


12 . 

Record Clerk 

1 


13 . 

Store keeper 

1 


14 . 

Class IV workers 

4 



(13) DEPARTMENT QF_DENTISTRY 


1. 

Professor/ J 



2 . 

Reader } 1 



3 . 

Lecturer 1 



4 . 

Tutor/Registrar 1 



5. 

Dental Technicians 4 



it . 

Store Keeper cum clerk 1 



Note: Where Dental College or Dental 

wings of 

Medical Colleges 


exist, the services of teachers 

of these may be utilised in 


the instruction of medical students in 

Dentistry and no 


separate staff in the Medical College shall 

be necessary. 


D. STAFF REQUIREMENT FOR - ANCILLARY SERVICES 



1. CENTRAL RECORD SECTION 

The 

staff of the section 

shall consist of - 

1. 

Medical Record Officer 1 

2 . 

Statistician 

1 

3 . 

Coding Clerks 

4 

4 . 

Record clerks 

6 

5 . 

Daftries 

2 

6 . 

Peons 

2 

7 . 

Stenotypist 

1 


II. 

CENTRAL ANIMAL HOUSE 

The 

staff shall consist 

Of : 

1. 

Veterinary Officer 

1 
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2 . 

Animal Attandants 

2 

3 . 

Technicians for animal 

1 


operation room 


4 . 

Sweepers 

2 


III. CENTRAL LIBRARY 


The 

staff in library shall consist of - 
Librarian with a degree in Library Science. 

1 

2 . 

Deputy Librarian 

1 

3 . 

Decumentalist 

1 

4 . 

Cataloguer 

1 

5 . 

Library Assistants 

4 

6 . 

Daftaries 

2 

7 . 

Peons 

2 


IV. CENTRAL PHOTOGRAPHIC CUM...AUDIOVISUAL UNIT 


1 . 

Photographer 

1 

2 . 

Artist, Modeller 

1 each 

3 . 

Dark Room Assistant 

1 

4 . 

Audiovisual Technician 

1 

5 . 

Store Keeper cum Clerk 

1 

6 . 

Attendant 

1 


V. MEDICAL EDUCATION UNIT 


1. Officer In-charge 

2. Coordinator: 


Faculty: 


Supportive Staff:■ 

1. Stenographer: 

2. Computer Operator: 

3. Technicians in Audio-visual 
aids,* Photography and Artist: 


1 {Principal/Dean) 

1 (Head of a deptt.nominated 
by Principal/Dean. 

5-6 motivated teachers from 
the college faculty on part 
time basis. 

1 

1 

2 


(VI) CENTRAL STERLIZATION SERVICES DEPARTMENT 


1. 

Matron 

1 

2 . 

Staff Nurses 

4 

3 . 

Technical Assistant 

8 

4 . 

Technicians 

8 

5 . 

Ward Boys 

8 

6 . 

Sweepers 

4 


(VII) LAUNDRY 


1 . 

Supervisors 

2 

2 . 

Dhobis/Washermen/women 

12 

3 . 

Packers 

12 


H m oiE - 1 H(N m-^LOVD [" H ca ro^invi 


Professor/Reader 1 
Lecturer 1 
Technicians 6 
Laboratory Attendants 6 
Store Keepers 6 
Record Clerks 2 


he staff in the department shall consist of: 


Casualty Medical Officers 
Operation Theatre staff to 
function on 24 hours round the 
clock basis. 

Stretcher bearers 
Receptionist-cum- clerks 
Ward boys 

Nursing and Para-medical 
staff 

Clinical staff for casualty 
Beds . 


As required 


As required. 


Superintendent - who 

shall be a qualified engineer 

Senior Technicians 


Junior Technicians 
Carpenter 
Blacksmith 
At t endnntn 


4 (Mechanical, 
Electrical, 
Electronic, 
Refrigeration) 



The nursing staff shall be provided as per 
the following recommendations of the Nursing 
Council, namely: 


(STAFF) (TEACHING HOSPITAL) 

Staffing : 1.Nursing Superintendent - 1 (for minimum of 

150 beds) 

2. Deputy Nuring Superintendent - 1 

3. Assistant Nursing Superintendent - 2 

(for every additional 50 beds one more Assistant 
Nursing Superintendent) 
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Staff NursA Sister 

Department Sister 
/Assistant Nuralng 
Superintendent 

Medical Ward. 

1:3 1:25 

Each shift 1 for 3-4 wards 

Sdrgical wards 

1:3 1:25 

" -do- 

Orthopaedic ward 

1j 3 1:25 

" -do- 

Paediatric ward 

1:3 1:25 

" -do- 

Gynaecology ward 

1:3 1:25 

" -do- 

Maternity ward 

1:3 1:25 

" -do- 


(Including 
new borns) 


Intensive Care Unit 1:1 1 each 

(24 hrs.) 

i shift :j 1 Departmental 

Coronary Care Unit 

lil 1 each shift :} Sister/Assistant 

} Nursing Superintendent 


(24 hrs.) 

:} for 3-4 units 

Special Wards Eye, 

1:1 1 each 

shift ; 1 Departmental 

ENT etc. 

(24 hrs.) 

Sister/Assistant 

Nursing Superintendent 
for 4-5 

Operation Theatre 

3 for 24 1 each 

shift Operation Theatre. 

hrs. per 
table 


Casualty & 

2-3 S.N. 1 each 

shift 1 Depttl-Sister/ANS 

Emergency unit 

depending 

for emergency casulty 


on the no. 
of beds. 

etc. 


Out Patient Department - Bass pn Actua l 


a) 

Qbgervqfcign. 

Minor Operation Theatre 

1 

Staff 

Nurse 

for 

every 

13 patients 

b) 

Injection Room 

1 

Staff 

Nurse 

for 

every 

86 patients 

c) 

Surgical 

1 

Staff 

Nurse 

for 

every 

120 patients 

d) 

Modical 

1 

Staff 

Nurse 

for 

every 

140 patients 

e) 

Gynae. 

1 

Staff 

Nurse 

for 

every 

35 patients 

f) 

Children(Peadiatric) 

1 

Staff 

Nurse 

for 

every 

85 patients 

g) 

Orthopaedic 

1 

Staff 

Nurse 

for 

every 

120 patients 

h) 

Dental 

1 

Staff 

Nurse 

for 

every 

120 patients 

i) 

ENT 

1 

Staff 

Nurse 

for 

every 

120 patients 

j) 

Eye 

1 

Staff 

Nurse 

for 

every 

86 patients 

k) 

Skin 

1 

Staff 

Nurse 

for 

every 

100 patients 


Similarly other out patient Department need 
to be staffed based on actual observation. 




■ JUSTIFIC A TIONS : 

1. Needs may vary from hospital to hospital depending on the 
size of hospital and service rendered more staff than 
anticipated will be required. 

2. Special attention is needed for supervision of patient of 
patient care on the evening & night shift. 

3. 30% leave reserve is suggested because nurses get 2 off, 30 
Earn Leave and 12 Casual Leave/24 days off in a year. Also it 
has been observed that on any working day 25% of the staff is 
day off, casual leave. 
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A n^rse works for 240 days in a year whereas hospital require 
nursing services for 365 days, for 24 hours, which means to depth 
work for one nurse 1 1/3 nurse is required that is why 30% leave 
reserve is needed. 

2. Dieticians : In order to prescribe diet on the scientific 

lines for different types of patients the services 
of qualified dietician are essential in all the 
teaching hospitals. 

3. Pharmacists : As required for Hospital. 

4. Class III and IV personnel - as required for hospital. 

SCHEDULE III 

equipment (for various department in the CollecM_jnd_HQapltalB)... 
Note : 

These recommendations are minimum requirements and will 
serve as a guide to the institutions with regard to the equipment 
required. They are not meant to be an exhaustive list and the 
•staff of the various departments will use their initiative and 
experience for equipping the departments. 

A. NON.CLINICAL DEPARTMENTS 

1. DEPARTMENT OF ANATOMY 
(a) Furniture and Fixtures: 

Office tables small and big, office chairs, museum almirahs 
study tables, staff room and library almirah, store almirahs, 
store racks, lockers with coat hangers and drawers as required, 
laboratory benches with cup-boards and rack for reagent bottles 
and laboratory glasswares as require-., water and gas and electric 
points operation tables as necessary. 


NAME OF THE ARTICLE QUANTITY REQUIRED FOR 

50 

admissions 


Table with marble tops or stainless steel 
6'1" x 2 1 x 3' 10 

Tables with marble tops or stainless steel. 

Half standard size. 2 

Drill machine 2 

Hand saw 2 

Band saw for sectioning body and limbs 1 

Stools, preferably metal 30 

Brain knife 3 

Mortuary cooler with arrangement to keep 
at least 8 bodies or suitable alternative 
arrangement. 1/2 
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QUANTITY REQUIRED FOR 
50 

admissions 


Storage tan!: to hold 10 cadavers, made of 
concrete wiLh copper lid. 1 

Plastic tanks for storing soft 

and dissected parts. 5 


Trolly Table (Steel, Light). 


3 


Projectors including overhead projectors 2+2 


X-ray Viewing lobby. 




Charts, Diagrams, Models, Slides etc. 


As required 


Di ssecting.. instruments As required 

Meat cutting machine for thin body sections 
(trans and vertical) for gross anatcmy 
sectional study 1 

(b) APPARATUS AND INSTRUMENTS FOk •1IST0L0GY 


Microscopes, Monocular 30 

Dissection microscope 5 

Microtomes, rotary 2 

■icrotomes, Sledge, large cutting 1 

Cabinet for slides (1000) 6 

Tncubators 1 

Paraffin embedding bath 1 

Pot plates tor flattening sections 2 

Hot air covet for drying slides (45.0 1 

Balance Analyt ical capacity 200 grms. and 
Sensitivity l/lO mg. 1 

rulance Earanger capacity 6 kilos 

.ensitivity, l/5 gram. 2 

frigeratoif 2 

Distilled wat't stil J-menesty type cap. ity 
jalion per hour 2 

Diamond pencils 4 

7 colours marking pencils 2 

Analomv Museum 

Skeletons articulated 3 

Bones (Dis-varticulated) sets 10 

Specimen jars As required 

Racks steel As required 

Embalming machines for cadavers 1 

Computer for keeping student records,marks, 

^tores etc. 


(2) PHYSIOLOGY DEPARTMENT 

(a) Office table, small and big, office chairs, museum 
almirahs, study table, staff room and libra y alirrrahs, 
stock almirahs, store room racks, laboratory bencher with 


12X1 ■ 
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cupboards and racks for reagent sat up for experimental 
physiology including Sherrington Starling Kymograph 
(preferably electrically driven) - Myograph stand, 
inductorium, simple key short circulating key, pohl's 
commutator, vibrating interrupter. Muscle through, Muscle 
liver, Muscle grip of femur clamp, Hook and weight set, 
heart liver, frog board for dissection, enamel tray for 
above, frog board cork-lined with boss-head-36 sets + 6 
spares. 

Low voltage units, for tapping 2 and 4 volts for 
stimulation, at each seat - as required. 

tyote: 1. Time markers can also be made available at each seat 
alongwith the Low voltage unit. 

2. Electronic stimulators, students type can be used 
instead of low vr'tage units Nife cells. This will also dispense 
wj.ch the nded for induction coil interrupter, Transister ones are 
preferred. 

-- ' QUANTITY fcteQUlRF.D FOR 

50 

admissions 


Electric time markers, 100/sec. 4 , 

Tuning fork, time marker, 100/Sec. 4 

Electrodes, X-blocks, burette clamps, enamel 
bowls braes uprights, with coarse and fine 
adjustments basin, spirit lamps, copper 
wire (double cotton covered) Kymograph 

paper etc. As required 


(b) MAMMAMALIAN EXPERIMENTS 


Large extension Kymographs - Brodie- 
Starling complete with respiration pump, 
motor time marker manometer etc. 

Operation table 

Volume recorders 

Dale's bath for internal organa 

isolated organs, bath for students 

complete with liver etc. 

Animal Weighing Mahchine, for small 
and big animals (for each) 

Mary's tamttour 
Venus and arterial canula 
(different sizes)(each) 

Smoking outfit, with fume cupboard 
Varnishing outfit, for long and short papers. 
Aanaesthesia box. 

S irgical instruments for operative 
procedures, syringes, pulleys. 


1 

3 

6 

6 

1 

10 

10 

1 

1 

1 

As 


As required 


required. 
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QUANTITY REQUIRED FOR 
SO 

admissions 


(c) HUMAN AND OTHER EXPERIMENTS l 

Microscopes, Oil immersion 20+4 

Demonstrations eye piece 2 

Double Demonstration eye piece 2 

Stage incubator 1 

Westergen's Pipettes for E,S,R. 10 

on Stand (with space pippetts) 

Perimeter Priestly Smith S/LP.984 B&T 4 

Haemoglobinometer, Sahli or Hellige 20 

,./ith spaces) 

HaeitiocVtometers 20 

Sphygmomanometer 6 

Stethoscopes 6 

Stethoscopes, Demonstration with multiple 
ear pieces 2 

Polygraph 1 

Venus pressure apparatus 1 

Spirometer, Ordinary 4 

Gas analysis apparatus, Haldane’s students 1 
type 

Van Slyko's apparatus manometric 1 

Gas analyser - Automatic for C02, 02, N2 1 

Douglas bag, complete 4 

Basal metabolism apparatus 1 

Erogograph Moese's 4 

Clinical thermometer 10 

Compas 10 

Thermanaoathesiometer 1 

Al gometer 1 

Apparatus for passive movement 1 

Knee hammer 5 

Stethograph 5 

Bicycle ergomet .>r 2 

Olfactometer 1 

OpthalmoMcopo 1 

pchemntic eye 2 

Phakoscope 1 

Perimeters, with charts 2 

Colour perception lantern Edridge Green 1 

Maddox rod 1 

Newtons colour wheel 1 

Tuning forks to test hearing 
32-10,000 cps sets) 1 

Dynamometer 1 

Otorhinolaryngoscope 1 

Steriliser Elec tic 2 

Instrument tro] ley 1 

Stop watches 4 
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QUANTITY REQUIRED FOR 
50 

admissions 


(d) GENERAL 

Physiograph., 3 channels, complete with 
accessories 1 

Physiograph, single channel, with accessories 4 
Centrifuge, high speed with technometer etc. 1 
Calorimeter, photo-electric 1 

pH meter, electric 1 

Refrigerator, 9-10c ft. 1 

Oxygen cylinder with trolley 4 

6o Cylinder with trolley 1 

Electronic stimulator 1 

Water distillation still, with spare heating 1 
elements 

All glass distillation apparatus double stage 1 
Voltage stabiliser 2 

Stepdown transformers 1 

Thermometers, balances, microslides and As required, 

glassware 

(3) DEPARTMENT QF -BIOCHEMISTRY 

Fume cupboards 2 

Boiling Water baths, with lids having 8-12 
holes 4 

Autoclave electric 2 

Balance Open pan 4 

Balance Semi micro 1 

Balance micro 1 

Vortex mixers 2 

Urinometers 25 

Constant temperature water bath 2 

Ryles tube 2 

Incubator electric with thermostat 2 

Hot air oven 2 

Magnetic stirrer 2 

Pump vacuum 1 

Calorimeters 3 

Refrigerators 2 

Flame Photometer 1 

Thermometers 0-250.C 2 

Thermometers 0-110.C 2 

Cork borer set 1 

Stop watch 2 

spirit lamp 25 

Chromatographic chamber 2 

Water distillation plant (metallic) 2 

All glass distillation apparatus 2 

Dessicators large size 4 

Dessicators small size 4 

Centrifuge clinical for 12 tubes 4 

pH meters 2 

Homogeniser 2 

Microscopes 4 

Ultra Violet (U.V.) lamp 1 
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QUANTITY REQUIRED FOR 
50 

admissions 


Tools for small workshop for glass blowing 
and mendirtg lset 

Bottle dispensers 10 

Samplers (autopipettes) different volume 
range 10 

Electrophoresis apparatus with power supply 
for Paper PAGE AGAROSE 4 

Spectrophotometer 1 

Binocular research microscopes 2 

Glass ware as required by standard lab. 

like pipettes, beakers and conical flasks As required 


(4) DETRIM ENT OF PATHOLOGY 


(a) Sgjasxal 


Office table small and big, ozfice chairs; museum almirahs; study 
table, staff room, and library almirahs, stock iimirahs, store room 
racks, lockers with coat hangers and drrwers as required. 
Laboratory benches with cupboards and rack for reagent bottles, 
water, gas ind electric points, operation tables etc. as necessary. 


<b)- Macfo iq .B l a tQlQgy. ancLMorbid Aanatomv Section s 

Weighing machine for cadavers 1 

Rotary Microtomes 2 


Freezing Microtome with a stand for 
carbondioxide cylinder 
Hot plates 

Hot air (50 degree C) for special staining 
©Paraffin embedding bath (ordinary) 
©Electric vacuum embedding baths 
© if Histo Kinette is not available. 
Autoclave electric 
Distilled water still 
Water bath 57 degree Celcius 
Rectangular water bath 
^entrigue machine Electric Rotofix 
Colorimeter Photoelectric Klett. 

Cabinet for 1000 slides 
Band saw 
Autopsy tables 

Automatic tissue! processsor, Histokinmp'ttee 
or similar, complete. 

Staining raiks for staining in bulk 
Troughs for staining in bulk 
Coplin jars 

Water bath electric (Tissue Floatation^ 
Balance, chemical with weights 
Microscopes, Monocular, with double nose 
piece. High power objective 2 eye-pieces, 
mechanical stage and condensor 
Oil immersion lens for above. 

Polarising attachments for microscopes 


1 

2 

2 

2 

2 

2 

1 

1 

1 

1 

1 

As required 
1 
1 

1 

10 

12 

24 

2 

2 


0 
3 0 
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QUANTITY REQUIRED FOR 
50 

admissions 


Micrometers, ocular 3 . 

Demonstration eye pieces 6 

Magnifying lens g 

Blood pressure Instrument 2 

Micrometer stage 2 

Hot plate Electric 2 

Laboratory Counter nine keys clay Adams 4 

laboratory stirrer 1 

Automatic timer 2 

Balance for weighing organs 1 

Saws, wire for cutting bones 1 

Slide boxes for 100 elides for students 60 

Drill for boring glass 2 

Blow piece with bellows for bending glass 2 

Microphotographic apparatus 1 

X-ray viewing box 2 

Double Demonstration Eye piece 1 

Microprojection apparatus 2 

Sternal puncture needle Adult size 2 

Sternal puncture needle child size 2 

Liver Biopsy needle 2 

Box weight analytical 2 

Stop watch reading at l/5 second. 6 

Ultraviolet lamp. 1 

PH Meter electric. 1 

Microscope, Binacular, research. 1 

Paper Electrophoresic apparatus vortical. 1 

Paper electrophoresis apparatus, horizontal. 1 


Water still electric. 

2x2 slide Projector. 

Overhead projector, 
luseum Jars. 

Drawing instruments and colours for 
photo-artist. 

Surgical .instruments, 

Dark room lamp, developing troughs 
chemicals etc. for photo artist. 

Glassware, stains and chemicals reagents 
for Histological work. 

(c) Clinical Laboratory : 

Microscope high power with oilimmersion 
lonse moveble stage and condensor for the 
routine microscope work. 

Bottles Specific gravity 25 cc 

Micro burretes 5 cc. 

PH meter, with ultra micro blood PH 
electrodes and Electrical Contrifuge - 
One higher power contrifuge for serological 
works, one for Haematological work and 
one other. 3 


1 

2 

1 

As required 
1 set 

1 set 
1 set 

As required. 


15 


2 

2 


Incubator 


1 
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QUANTITY REQUIRED FOR 
50 

admissions 


Haemacytometers with red and white pipettes 30 

Haemoglobinometers, Sahili 1 type 30 

Sedimentation apparatus - one wester green 
and one wintrobole. 2 sets 

Syringes disposable one set from 10 cc As required 

to 2 cc 30 of each 

Staining jars for slides. 12 

Urinometers. 9 

Albuminometers, esbachs & 1 

Aufrech's type. 

Urine glasset (conical) 12 

Water Baths with lids and holes thereon 1 

for holding test tubes etc. 

Centrifuge tubes graduated. 36 

Crusible with china Lid. 2 


Crusible Gooch with adapter 

Graduated cylinders of various 
capacites ranging from 100 cc to 1000 cc. 

Pipettes of various sizes, graduated sets. 

Reagent bottles. 

Dropping bottles 4 ounce 

Reagents. 

Balances - (1) Sensitive balance 

(2) Chemical balance with 
weight boxes. 


2 

6 of 
each. 

As required 
As required 
As required 

As required 
2 

2 


(5) DEPARTMENT OF MICROBIOLOGY 


Incubators, electrical(large) 3 
37 degree Celcius 

Autoclave 2 
Hot air sterliser 2 
Arnolds sterilser 1 
Serum inspissators 1 
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QUANTITY REQUIRED FOR 
50 

admissions 

Balance, Chemical 1 

Lovibond comparators 1 

Flasks flat bottom 50 cc. 6 

Microscope oil-immersion 30 

moveable stage Abbe, 
condenser etc. 

Microscope 4 dark ground work 1 

with arc lamp arrangement etc. 

Refrigerators 2 

Micrometer eye pieces 2 

Micrometer stage 2 

Centrifuge, electrical high 2 

power 

Refrigerated centrifuge 1 

Distilled water plant 2 

Distilled water plant all glass 1 

Oil- immersion lens for students 30 

microscope. 

Dropping bottles for stains 250 

(Plastic) 

Staining troughs 50 

Anaerobic apparatus 2 

Electrophorosis complete set 1 

B.O.D. incubator. 1 

Laminar flow table 1 

Ultra Violet (U.V.) Lamps 1 

Venereal Diseases Research Laboratory 
(V.D.R.L.) shaker I 

Computer unit 1 

Overhead Projector 1 

Water bath (Serological) 37.C 1 

Water bath (Serological) 56.C I 
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QUANTITY REQUIRED FOR 
50 

admissions 


Deep freeze (-20.C) 1 
Elisa Reader, Diepensor and 1 
washer 


Binocular microscope 2 

Culture facilities 

Thermometers (Assorted) 10 


Glassware, such as pipettes 
burettes, beakers, conical 
flasks, petri dishes of 
different sizes, reagent bottles etc. 
Material for preparation of media. 

Stains 

PH Determination apparatus 

Reagent bottles with stopper 
2000 cc 
1000 cc 
500 cc 
250 cc 
100 cc 
50 CC 

Test tubers hard glass 
150 mm x 18 mm 


100 mm x 12 mm 


75 mm x 12 mm 


As required 


As required 
As required 
1 


12 

24 

24 

12 

60 

60 

8 

Gross 

8 

Gross 

8 

Gross 


(6) PHARMACOLOGY DEPARTMENT, 

Office tables small and big, office chairs, museum almirahs, 
study tables, staff room and library almirahs, stock almirahs, 
store room rack, lockers with coat hanger and drawers as required 
Laboratory benches with coat hanger and drawers as required. 
Laboratory benches with cupboards with racks for reagent bottles, 
water, gas and electric points and operation tables as necessary. 

EXPERIMENTAL PHARMACOLOGY 


Starling's long extension kymographs with 3 
time markers. 

The Ideal Respiration Pump(500 cc.CAP.) 3 
Brodi's operation tables 3 
Incubators 2 
Refrigerators 2 
Assembly perfusion apparatus for mammalian 4 
heart 
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QUANTITY REQUIRED FOR 
50 

admissions 


Standard power tables 3 
Assembly for mammalian classes 4 
Automatic electric recording drums. 4 
Mechanical Stromhur 2 
Gadum's out-flow recorder 2 
Centrifuge. 2 
Colorimeters 3 
Canulas (different types) 48 
Cautery machine, electric Blendsone 1 
Varnishing Tray with foot lever 2 
Four Unit isolated organ bath palmer F.67 1 
T nalgesiometer 1 
Smoking Burners Palmer A-291 and A-265 1 
Tracheal Canula Metal Palmer E.76 4 
Condons Drop Recorder -Palmer B-75 1 
Prof. Inchleys Drop Recorder - Palmer B.78 1 


Animal weighing: 

la)Machine for small animals like rats and 
gunea pig 

(b)Machine for big animals like dogs 
Dissection instruments and injection syringes 

(The experimental physiology laboratory can be 
used if available for the students). 


♦Kymograph (students) Electric independent 
unit 50 

♦Electric Motor 1/4 with split pulleys 2 

♦Shafting steel rod 3/4" diameter and 
18" long 8 

♦Standard shafting and fittings 40 

♦Pulleys 30 

♦Muffs coupling for joining 2 pieces of the 
above mentioned shafting steel rods 12 

* Not required in case of independent units. 

X-blocks As required 

Hook grip rods As required 

Plain stand 50 

Apparatus for isolated "rabbit intestine etc. 50 
Jacquets graphic chronometer 1 

Frog Boards Palmer c.120 50 

Jackson's Enterograph 3 

Hair Aesthesiometer - Palmer W.290 1 

Long Extension for paper palmer A-130 2 

Animal Balance Triple Beam 2 

Manometers mercury palmer C-200 6 

Metronome palmer B-5 2 

Oncometer Kidney 2 

Oncometer heart 2 

Copper Trays (10" x 8" x 1") 50 

Thermometer (upto 110 degree C) 50 


3 

3 

As required 
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QUANTITY REQUIRED FOR 
50 

admissions 


Distillation apparatus 2 

Microscopes ordinary 2 

Working tables with racks each table 
36' long 3 

Chemical Balance - ordinary Apothecary's 2 

Chemical Balance - Sensitive 2 

Dissection instrument As required 

Plethysmograph assorted 4 

Pneumograph Palmer E. 1 

Piston Recorder Palmer C.51 1 

Tambours Mareys Palmer C.5 & C.ll 4 

Tetanus Set Palmer H20 1 

Stop Watches Jacquets 12 

Oxygen Cylinders with Trolleys 20 cu.ft. 2 

Carbon-di-oxide cylinder 1 

Operating lamps - Philips 2 

Animal trolley with 12 cages 2 


Miscellaneous : 

Electrodes, Ordinary and non polarisable, 
insulated wires, time markers, electric 

signals, Mercury manometer, perfusion As required 

apparatus, myograph lever, small pulley's 
upright stands and chemicals 

(c) Pharmacy Laboratory : 

Dispensing Balance with metric system weights 20 


Pill Tiles 20 
Suppository moulds 20 
Porcelain dishes 5 
Crucibles with tongs 5 
Pestle and Mortar 20 
Iron Spatula 20 
Measure glass all sizes 20 
Water bath, metal 5 


Miscellaneous : 


Chemicals, drugs, glass rods, funnels and 

filter paper As required 

(d) SPECIAL CHEMICALS AND PHARMACOLOGICAL EQUIPMENT 

Stimulator Electronic Arthus Thomas 1 

Balance „Semi micro Analytical Pan Mottler 1 

Electrocardiograph 1 

Spectrophotometer Model Du~Backman 1 

(UV Visible range) 

Skin and Rectal Thermometer Braun 1 

Antihistamine Chamberwith manometer 1 

Flame photometer 1 

Stop clock 6 

Water Bath 4 hole Electrically heated 12 
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QUANTITY REQUIRED FOR 
50 

admissions 


Bell Jars Assorted 4 

Petri Dishes Assorted 36 

Museum drugs specimen jars 30 

All glass distillation apparatus cap. 2 litres 2 

Centrifuge Electric International R.P.M.3000 2 

Microscope students type with mechanical 
stage and oil immersion 4 

Microscope lamps 4 

Magnetic stirrer B.T.L. 1 

Autoclave electric 1 

Waring Blender M.S.E. 1 

Hot air oven size 14" x 14" x 14" 1 

Incubator Electric Size 14" x 14" x 14" 1 

Vacuum & Pressure Pump Cenco 2 

Instruments Steriliser Electric size 2 

12" x 8" x 6" 

B.P.Apparatus 4 

Distilled water still Manesty Electrical 
Cap. 2 gallon per hour 2 

Stethescope 4 

Multimeter 1 

Temperature controlled water bath 37 oC. 1 

Razor Hone 2 

Electric Hot Plate 2 


Deionizer - two of capacity 20 litres per 
hour and 6 litres per hour(mixed bed type) 
connected in series 

Physiographs with transducers and other 


relevant accessories 20 

(may substitute kymographs) 

Vortex mixer 2 

Actopho.ometer 1 

Rotarod Assembly 1 

Electro-Convulsiometer 1 

Cook's Pole Climbing Apparatus 1 

Metabolic Cagges (Dieuretic Study) 3-4 

Digital pH meter 1 

Tablet Disintegration Machine 1 

Glass tubing (length of 6 ft.) 

Glass rods - assorted sizes of 50 

6 f t. 

Glass mortar & pestles 12 

capacity of 500 and 200 cc each 

Cork borer set of 12 1 set 

Holder for platinum wireloop 60 

Lancet spring (disposable) 60 

Lamp for microscope As required 

Magnifying glass with 30 

metal handle. 
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QUANTITY REQUIRED FOR 
50 

admissions 


Metal mincing machine 1 

Postmortem instruments sets 1 set 

complete. 

Fuction puqjps 1 

Filtering apparatus sietz 1 

filter and millipore filter - each 

Dessicators 2 

Vacuum Dessicators 1 

Apron plastic for postmortem 2 

Apron rubber for postmortem 2 

* Lyophilizer 1 

* Thermal cycler 1 

* U.V. Transilluminator with photography 1 

* Colony counter 1 

* Cgld room +4 degree C 1 

* BACTEC system 1 

* Phase contrast Microscope 1 

* Vortex mixer 1 

* Electronic Balance 1 

* Microfuge 1 

* Ultra centrifuge 1 

* Flourescent Microscope 1 


* Desirable additional equipment in the department of 
Microbiology. 

(7) D E . PAR TKi, E NlLO£-,FQ R gNSlC-Mgfii™£ 


Weighing machine, dial type human 2 

Equipment for reporting height 2 

Balance chemical 1 

Balance, single prir for weighing foetus 1 

Weighing machine for Weighing dead 
bodies 

Weighing machine for organs 


2 







[*tm III—ms4] 


'TO? : STTTHTO 1 ? 


79 


QUANTITY REQUIRED FOR 
50 

admissions 


folding metal scale to measure upto 7 1 
Steel tape roll 2 
Warnier calipers 1 
Autopsy table 2 
Styker autopsy saw, with accessories 3 
Hacksaw 4 


Dissection sets, consisting of 

cartillage knife bone cutting forceps 

scissors, ^straight and curved Enterotome 

Scaples, knives with spare blades, probe 

metal scale graduated in cms. etc. 4 

Rib. shears, right and left 4 

Viscerotome with attachement for 

illumination (Battery operated) 1 


SLR camera with accessories 1 
Microscope student type 15 
Microscope Binocular, research 2 
Stopwatch 2 
X'ray view box one in four 3 
View Box Two in one 2 
B.P. Apparatus 3 
Anthropometric set 1 
Automatic tissue processing machine 1 
Microtome with knife 1 
Hot plates 1 
L.Modes 16 
Leather Strops 2 
Papafin Bath Embedding 1 
Slide Warming Table 1 


Stone Carbarandon 

Water Bath (Tissue Flowing) 

Distilation plant 

Brain knife 

Block Holder 

Digital Spectrometer 

Digital P H Meter 

Electric Auto Slide Projecter 

Glass cutting Pencil 

Hand Set Heat Sealer 

Spectroscope Lens with adjustable slit 
Refrigerator 

Cold storage for keeping dead bodies 
Deep freezer for keeping tissues 
Video Camera, Television and Video 
Cassettee Recorder 
Instrument Cabinet, instrument, 
trolly, filing cabinet with folders 
and filing cabinets for alimirahs 


2 

1 

1 

8 

50 

1 

1 

1 

1 

1 

2 

1 

As required. 
As required. 
1 each. 

As required. 
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QUANTITY REQUIRED FOR 
50 

admissions 

(8) DEPARTMENT OF COMMUNITY MEDICINE 


Comparator, Nessler 1 

Barometer, Fotin 1 

Extraction Apparatus, fat, complete 1 

rliter, Pasteur chamberland, complete 
set 1 

filter, Berke feld 1 

Hydrometres, spirit 2 

Hydrometres, milk 2 

Hydrometres, wet and dry BULB 1 

Incubator, electric 1 

Museum jars As 

Models, charts, diagrams etc. As 

Balance Analytical 200 gm 2 

Balance for weighing food stuff 
Capacity 2I£g. 1 

Centrifuge Clinical 1 

Weighing machine adulc 4 

Salters Baby weighing machine 4 

Herpenders Callipers (for skin 
fold thickness) 2 

Height measuring stand 1 

Aqua guard 1 

Refrigerator 9 cu.ft. 1 

Ice Lined Refrigerator (I.L.R.) 1 

Disecting microscope 20 

Microscope oil immersion 2 


required 

required 


V. V.C.R. 1 each 

Still for distilled water 1 

Autoclave 1 

Sterilizer, electric 1 

Computer 1 

Over Head Projector 1 


The rural and health centres for training of undergraduate 
students shall be suitably equipped alongwith adequate transport. 


B. CLINICAL DEPARTMENTS 

The list of equipment for clinical departments both indoor 
and outdoor, may be prepared by the Heads of departments, who 
would keep in view the needs for :- 

(1) special examination with diagnostic aids and investigations 
such as laboratory, X-ray, etc. 

(2) Routine treatment, medical and surgical etc. 

(3) special therapy such as physical, occupational, dietetic etc. 

The following equipments for various clinical departments 
are however the minimum required. 

(1) DEPARTMENT QF ME DIC1N1 

B.P. Apparatus 2 ° 

Ophthalmoscope 6 






